


JPRS-EST-92-015 
8 MAY 1992 




















—__JPRS Report 





Science & 
Technology 





Europe 


EUROPEAN CONGRESS ON OPTICS 








JPRS-EST-92-015 
8 MAY 1992 


SCIENCE & TECHNOLOGY 
EUROPE 
EUROPEAN CONGRESS ON OPTICS 


36980005 The Hague EXCIMER LASERS AND THEIR APPLICATIONS in English 1991 pp 
28-52, 62-125, 134-153, 160-184, 197-203, 215-230, 238-268, 280-291, 299-320, 
338-390, 430-437, 453-462, 467-478, 492-502, 510-511 


[Proceedings of the European Conference on Optics held in The Hague, 
Netherlands, 13-15 March 1991; sponsored by the Congress of the European 
Physical Society (EPS), the European Federation for Applied Optics (Europtica) 
and the International Society for Optical Engineering (SPIE); edited by 
Tommaso Letardi and Lucien D. Laude; The Hague, SPIE, 1991] 


CONTENTS 


Recent Progress Toward Multikilowatt Output (Invited Paper) 
([E. Muller-Horsche, P. Oesterlin, et al.] ......................4.. 1 


Kilowatt Range High Repetition Rate Excimer Lasers (Invited Paper) 
[V.M. Borisov, O.B. Khristoforov, et al.] ..............0 0... ..00004 14 


Design Considerations for High-Power Industrial Excimer Lasers 
IW. FOCCOE) oi ccc checker ese ee cece we wees e eee teeseteesvanes 22 


Parametric Study of Small-Volume Long-Pulse X-Ray Preionized XeCl 
Laser With Double Discharge and Fast Magnetic Switch 
[J.M. Hueber, B.L. Fontaine, et al.] ...... 0... 0... ccc ee 27 


Parametric Study of a High Average Power XeCl Laser 
[B. Godard, E. Estocq, et al.] .......... ee eee 37 








Excimer Laser Development at the ENEA Frascati Centre: Discharge 
Instabilities Study 


(S. Bollanti, P. Di Lazzaro, et al.}] ....... 0... ........0 00004. 


Modeling of a Long-Pulse High-Efficiency XeCl Laser With Double 
Discharge and Fast Magnetic Switch 


([M.N. Kobhio, B.L. Fontaine, et al.} ......................0004. 


Theoretical and Experimental Investigations on Pressure Wave 
Reflections and Attenuation in High-Power Excimer Lasers 


(A. Holzwarth, J. Griebsch, et al.] ...............2.0.. cee cee 


Super Small Excimer Laser 


(A.A. Vill, A.A. Salk, et al.] .... eee eee 


Experimental Studies of an XeCl Laser with UV Preionization 
Perpendicular and Parallel to the Electrode Surfaces 


PW, DBO EOE Tc 5 cock os oo eo 5 es ey eee ho es ea 44s eer 


Excitation of an Excimer Laser with Microwave Resonator 


[L. Hunmermann, R. Meyer, et al.] .......... cece eee eee 


Excimer Laser Performance Under Various Microwave Excitation 
Conditions 


([H.H. Klingenberg, F. Gekat] ......... 0... 0... eee eee 


Low-Loss Line-Narrowed Excimer Oscillator for Projection 
Photolithography: Experiments and Simulation 


[G.S. Volkov, D.Yu. Zaroslov] ........ 0... 0.0... cc eee 


Evolution of an Excimer Laser Gas Mix 


[A.D. Boardman, E.M. Hodgson, et al.] ................0..00005. 


High-Repetition Rate Pseudospark Switches for Pulsed High-Power 
Lasers 


[P. Bickel, J. Christiansen, et al.] ........... 0.0.0... eee eee 


Damage Testing of Optical Components for High Power Excimer 
Lasers 


([K.R. Mann, H. Gerhardt] ........ 0... ccc ee es 


Excimer Laser with Sealed X-Ray Preionizer 


[V.V. Atezhev, S.R. Belov, et al.] ..... 00... eee 


Part Two: Laser Applications 


Mics WOR os ok a ek es oa oe ee eda hee ess 


Excimer Laser Patterning of Flexible Materials 


[(Z. Kollia, E.I. Hontzopoulos] ........... 0.0... cee eee ee 


- b- 


45 


53 


64 


77 


83 


94 











Influencing Adherence Properties of Polymers by Excimer Laser 
Radiation 
[J. Breuer, S. Metev, et al.}] ...... ccc cee eee 156 


Excimer Laser Processing of Ceramics and Fiber Reinforced Polymers 
Assisted by a Diagnostic System 
[M. Geiger, N. Lutz, et al.] ...... cee eee 164 


Excimer Laser Surface Treatment of Ceramics 
[G. Hourdakis, E. Hontzopoulos, et al.] ...................00.000.4 176 


Surface Nitride Synthesis by Multipulse Excimer Laser Irradiation 
[E. D’Anna, G. Leggieri, et al.J] ...... eee eee eee ee 184 


In Situ Growth of Y,Ba,Cu,0,, Thin Films Using XeCl Excimer and 
Nd:YAG Lasers 
[M. Gerri, W.I. Marine, et al.] ....... 00... eee 198 


Investigations on Excimer Laser Treated Cu/Cr Contact Materials 
[E. Schubert, S. Rosiwal, et al.] ....... 0... cc eee 211 


Excimer Laser Deposition and Characterization of Tin and Tin-Oxide 


Films 
[E. Borsella, P. De Padova, et al.] ............. 0.00.02... ee eee, 223 


Photochemical Changes of Rare-Earth Valent State in y-Irradiated 
CaF,:Pr Crystals by the Excimer Laser Radiation: Investigation 
and Application 


[S.G. Lukishova, A.Z. Obidin, et al.] ...............0.....0..002.2. 233 
Use of Excimer Lasers in Medicine: Applications, Probiems, and 
Dangers 
[J. Mommsen, M. Sturmer] ............. ccc cee eee tee ees 242 


Bundle of Tapered Fibers for the Transmission of High-Power Excimer 


Laser Pulses 
(H. Hitzler, N. Leclerc, et al.}] ...... 2... eee 249 


Spectral and Time-Resolved Measurements of Pollutants on Water 
Surface by an XeCl Laser Fluorosensor 


[R. Barbini, R. Fantoni, et al.] .... 2... 2. cee eee 257 
Excimer Laser Cutting of Corneal Transplants 
([R. Tamkivi, L.L. Schotter, Jr., et al.] ........... 0. eee eee eee, 270 
Laser Plasma XUV Sources: A Role for Excimer Lasers? (Invited 
Paper) 
[P. Baifeorhk, A.B. Growelle) 2.0... ccc cee ec ccc neces 274 








Efficient Population of Low Vibrational Number Electronic States of 
Excimer Molecules: The Argon Dimer 
([T. Efthimiopoulos] ......... ccc ccc ccc cece cece et cere ence eee eees 286 


Excimer Laser Processing of Diamond-Like Films 
[V.P. Ageev, T.N. Glushko, et al.] ........... 2c eee eee 294 


Excimer-Dye Laser System for Diagnosis anc Therapy of Cancer 
[L. Pokora, Z. Puzewicz] ....... 0... cee ee eee eee 305 


Multistage XeCl Excimer System ‘Cactus’ and Some Investigations of 
Stimulated Scattering in Liquids 
[V.B. Karpov, V.V. Korobkin, et al.] .......... 0.0.0.0... cece eee 318 


Author Index ........ ee ee cee ee ee eee ee eee ee eee eee eee e eee 330 


-d- 





Recent Progress Toward Multikilowatt Output (Invited Paper) 


36980005 The Hague EXCIMER LASERS AND THEIR APPLICATIONS in English 1991 pp 
28-39 


[Article by Elmar Muller-Horsche, Peter Oesterlin and Dirk Basting of Lambda 
Physik Forschungsgesellschaft mbH] 


[Text] ABSTRACT 


Experimental results obtained from a 500 Hz, 750 Watt average 
output power XeC)] laser are presented. The dynamical behaviour of 
the pulse energy and optical investigations of the discharge 
volume pointed out the limits of the present design. There are 
strong indications that acoustic perturbations currently prevent 
the efficient operation of the module at repetition rates higher 
than 500 Hz. 


To pass the 1 kW-level, further improvements have to be done. 
Increasing the discharge efficiency from 1.1 % to date will reduce 
the creation of shock waves. An aerodynamically designed flow loop 
will help to shift the ratio of fan power to excitation power 
(currently 40 kW and 66 kW respectively) to more reasonable 
values. The additional use of pulse compression techniques will 
simplify the choice of adequate high voltage switching elements. 


1 NT TION 


Excimer lasers with very high average power are required in 
the domain of industrial applications. In this field reliability 
and durability are even more important than pure output power. 
Therefore, only discharge pumped excimer lasers can be taken into 
consideration for this purpose. While discharge pumped excimer 
lasers in the 0.1 kW range are meanwhile state of the art, the 
step into the 1 kW class necessitates a rather new technology. 
This holds in particular with respect to the electrical circuit 
including the high power switch, the preionization assembly and 
the ges flow system. 








2. HIGH POWER XeC1-LASER (750 WATT) 





Research lasers with power levels of several hundred Watt have 
been built and operated at different locations around the 
world'-*. The high power xXeCl laser at Lambda Physik is. an 
experimental setup especially tailored to get the gas flow speed 
1m the discharge region required for high repetition”. rate 
operation (500 Hz). 


In its final state the electrodes were 3.7 cm apart resulting 
1n a discharge volume of 0.73 litre, which was exchanged at a flow 
speed up to 50 m/s. While pulse energies of 2.75 Joules could be 
obtained in single shot experiments, the output characteristic at 
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Fig.1. Power against repetition rate of the high power excimer 
laser at Lambda Physik. 
repetitive operation 1s shown in fig. 1. The discharge was 


preionized by UV-light. The discharge circuit consisted of two 
banks of storage capacito:s (163 nF and 129 nF). After charging 
both capacitors up to 32 kV, the polarity of the larger capacitor 
was reversed with help of four thyratrons (EEV CX 1625) connected 











in parallel and fired synchronously by an intense trigger pulse. 
The thermal current through the high voltage switch determined the 
number of thyratrons. After inversion, the electrical energy in 
both capacitors was transferred to the discharge capacitors 
(120 nF) via a saturable magnetic switch. 


Only gas mixtures of quite low HC] content (typicaily 1 - 1.5 
mbar) could be used. Otherwise exessive discharge instabilities 
built up causing the output energy to drop. Therefore the 
Dreakdown voltage had a value of 30 to 33 kV only at a total 
pressure of the neon based gas mixture of 4.5 - 5 atmospheres. 
This low value also resulted from the relatively long voltage rise 
at the electrodes of 200 ns, mainly limited by the _ high 
Capacitance values in use. 


The preionization was fed by a separate discharge loop 
comprising an auxiliary capacitor of 19 nF, which was charged by 
one of the main thyratrons. The variation of the preionization 
parameters showed little effect on the performance of the laser 
system. 


The gas tank made out of aluminium had a volume of more than 
1 cbm. Two radial fans of 26 cm diameter were driven by 20 kW 
motors each. Large sized magnetic couplings guaranteed a hermetic 
seal between gas tank and ambient air. 


The design goal to get a gas flow system as compact as 
possible had several drawbacks. First of all it 1S easy to 
calculate that several times the kinetic energy of the laser gas 
flowing each second across the discharge volume had to be dumped 
into the fan driving motors. This indicates poor efficiency of the 
gas conducting elements and especially large losses in all parts 
of the flow system where the gas flow gets decelerated (low or 
absent pressure recovery). 


A lamella type heat exchanger has been used in the setup. 
These components have good thermal transfer properties at low 
volume but are hard to clean properly. Also a large amount of dust 
can be trapped and eventually released by these modules. 


Nevertheless, the gas flow system accomplished a clearing 
ratio of 3 at 500 Hz as can be seen in fig. 2, where the discharge 
induced turbulences in the laser gas flow were investigated by 
measuring the undistorted transmission of a He-Ne laser beam 
through a path parallel to the electrodes located midgap and 8 mm 
downstream the discharge volume. 


Therefore the deviation of the power curve in fig. 1 froma 
straight line must be ascribed to a different mechanism than 
insufficient gas flow. A closer look to fig. 2 reveals a smal! 











baseline shift in transmission at higher repetition rates, which 
1s amplified by higher pump energy loadings as seen when varying 
the charging voltage. The settling time constant of this shift 
agrees with the respective fall in pulse energy after switching on 
the laser (fig. 3). A smaller relative drop in pulse energy is 
achieved at lower charging voltage in accordance with the smaller 
baseline shift in f19. 2. So there 1s a strong evidence, that 
acoustic turbulences built up, which do not damp out In high 
repetition rate operation. The time constant for creation of these 
Stationary shock wave systems agrees with experiments done Dy 
other groups ‘-®., 


One of the most reasonable methods to suppress detrimental 
acoustic turbulences 1S to increase the discharge efficiency 
thereby lowering the pump energy responsible for the creation of 
the shock waves. Unfortunately, discharge efficiency in the 
current setup was quite low. Only 1.1 % of the energy stored in 


the primary capacitors was converted to optical output. We believe 
that this 1S mainly due to the very large head inductance 
(approximately 25 nH) which resulted from the current return vanes 
necessary in fast flow systems and conservatively large insulating 
gaps between conducting elements to prevent breakdown and 
flashover. 
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Fig.2. Transmission of a He-Ne probe laser through the gas flow, 
which becomes periodically disturbed by the laser 
discharges. Left 23 kV, right 28 kV operating voltage. 
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Fig.3. Evolution of the pulse energy after starting the laser at 
500 Hz. Left 23 kV , right 28 kV operating voltage. 


Meanwhile a number of studies have been pursued at Lambda 
Physik to improve the overa!! performance of a nigh power excimer 
laser to efficiency values around 2 percent and to extend its 
output power into the kilo- and multikiliowatt regime. 


3.GAS-FLOW-SYSTEM 


The next step in scaling the gas loop was to increase the gas 
velocity between the electrodes by more than a factor of 3 to 
150 m/s. Taking a cross section of 4 x 100 cm*, the kinetic energy 
flowing each second across the electrodes 1s 270 kW. The only way 


not to waste all this power 1s to design each component especially 
in the high speed section of the flow loop according to 
aerodynamical criteria and to add an efficient diffusor downstream 
the discharge region, which converts kinetic energy of the gas 
into static pressure. This diffusor 1S necessarily a long part 
because only very smal! effective apex angles can be tolerated. 


One possible geometric contour is outlined in fig. 4. Notice 
that this machine gets neariy 6 m long! Because of the high 
aerodynamical quality of the flow loop around 100 kW are 
sufficient to power the fan, which in this case 1s a single stage 
radial fan. 


According to the material in use, ribs have to be welded to 
the walls to get the necessary stiffness and to reduce the 
material stress. We chose aluminium as base material. But also 
nickel plated steel! can be an attractive alternative with respect 
to stiffness, weldability and costs. 

















As mentioned earlier, the heat exchanger should be selected 
carefully. An ideal choice concerning cleanliness and corrosion 
resistance would be a shell and tube type made out of steel, 
nickel and copper-nickel alloy. Unfortunately such a part turns 
out to be quite heavy (2700 kg, dry) bulky (1 m dia. 1™ leng) and 
expensive (200.000 DM) in our case. But there are fin type heat 
exchangers with large and smooth lamella surfaces cooled by 
Stainless steel tubes, which can also be taken Into account. Table 
1 gives a summary of the expected costs of a gas flow loop as 
presented. 
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Fig.4. Flow system for gas velocities up to 150 m/s. 


radial fan, magnetic coupling, 300.000 DM 
motor, gas In- and outlet duct, 
motor control unit 


knees, diffusor, nozzle 400.000 DM 
neat exchanger 60.000 DM 
compensator 40.000 DM 


Table 1. expected costs of a 150 m/s gas flow system. 








4. LASER HEAD DESIGN 





Tne efficiency of the discharge mainly depends on the design 
of the discnarge head. we think that long 11fetime operation of a 
nigh repetition rate system can only be achieved with solid 
electrodes. Mesh electrodes or thin aluminium electrodes as used 
7m through the electrode preionized systems suffer from field 
TNhomogenities at the electrode and high erosion rate 
respectively. As there 1S no way to locate an X-ray tube in the 
gas flow, the only possible arrangement for an aerodynamically 
“invisible preionizer is as given in fig. 5. If the top electrode 
1S Operated as cathode, part of the anode region is not properly 
preionized as can be seen in the figure. Secondary emission of 
soft X-rays 1s used for auxiliary 1])lumination of the discharge 
volume. 


Most of the X-ray guns used for preion1zation are limited in 
repetition rate and =1|ifetime, as far as reliable data are 
published. At Lambda Physik a hard sealed vacuum tube with a 
powerful cathode has been developed and sucessfully applied to 
excimer lasers. In a lifetime test nearly 1 b11110n shots have 
been accumulated. But the maximum repetition rate is currently 
limited to 500 Hz because of anode heating. To increase this 
figure, further work has to be done. 


A second way to incorporate a simple preionizing system with 
low drag coefficient, which will be investigated at Lambda Physik, 
1S the positioning of corona bars close to one or both electrodes. 
Particularly XeC!l 1S Known not to demand too severe requirements 
to the preionization density and timing. In the case of moderate 
pulse energy systems this could be a feasible method to integrate 


the preionization. 
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Fig.5. Cross section of a low inductive discharge head with high 
cross flow velocity. 








To avoid losses in the gas flow, the current return vanes in 
fig. 5 have to be air foil shaped with a length to thickness ratio 
of at least 3 : 1.-Of course the edge radii must be chosen so that 
especially in upstream direction flashovers cannot occur to the 
cathode. For similar reasons the field strength and (field 
direction along the insulator surface surrounding the cathode have 
to be carefully controlled. Field shaping elements outside the gas 
chamber can help to reduce the electric field to harmless levels’. 
In designing cross sections of the kind given in fig. 5 numerical 
methods become an inevitable tool. Fig. 6 gives potential and 
field contours as obtained by a finite element program®. 
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Fig.6. Electric potential and field contours in the discharge 
geometry of fig.5. 


The high pressure inside the gas tank normally will cause a 
catastrophic deformation of the insulator in which the cathode is 
embedded. Therefore, additional support structures are necessary. 
They can be kept at ground potential and are ideally suited for 
housing the discharge capacitors. Ceramic capacitors have a proven 
reliability in this application. But one can also think about a 
water capacitor, if it can be integrated in compact size at the 
required capacitance (0.3...0.5 nF per cm discharge length). 


According to our experience the discharge energy should be 
offered at the maximum voltage compatible with 


* reliable operation of the discharge circuit and discharge 
head 
. breakdown voltage of the gap (as determined by gas mixture, 


gap distance and voltage rise). 
This recipe keeps the specific capacitance of the discharge head 
low thereby improving discharge speed and efficiency. 
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Fig.7. Discharge circuit for multikilowatt output. 


5 .DISCHARGE CIRCUIT 


The key element, from which all consideration should proceed 
when designing the discharge circuit, is the thyratron switching 
the high voltage. According to experience it is a service part 
which weares out after about 10% pulses. That is why simple and 
versatile tubes should be used. A good candidate is for example a 
5 inch, single grid thyratron. At high repetition rate operation 
the maximum average current limits the ultimate repetition 
frequency. Assuming a LC inversion circuit with multistage 
magnetic compression ', the proposed values in fig. 7 will result 
in 5 millicoulomb flowing through the switch each shot at 25 kV 
charging voltage. With 8 Amp. maximum average current this allows 
operation up to 1.6 kHz. At an overall efficiency of 2 % more than 
2 kW would be emitted! The specified maximum thermal current of 
the thyratron determines the necessary pulse compression ratio. In 
the case of the HY 5 for example, the thermal current is 125 A at 
maximum and can be computed from the square root of average 
current times peak current. This limits the peak current to 2 KA. 
Taking a sinusoidal current, the half periode of the current pulse 
should last for at least 4 microseconds. <A _ double stage 








compression circuit as shown in fig. 7 would be sufficient to 
compress the pulse to a short enough value so that a high 
overvoltage at the electrodes and a subsequent stable discharge 
could be achieved. 
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Fig.8. Evolution of thyratron current and voltages in the circuit 
of fig.7. Charging voltage is 25 kV. 
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In fig. 8 a computer simulation of the circuit in fig. 7 is 
presented. Lumped circuit elements are used as far as possible. 
The discharge has been modelled in the following way: 

* a power law dependence controls the electron generation rate. 
Data have been obtained in preionization triggered discharges, 
where the time lag between preionizing pulse and breakdown was 
measured as a function of the reduced electric field 
strength?®. 

* data on the mobility of electrons in neon have been taken from 
literature'®. 

With smaller adjustments, the breakdown voltage and the voltage 
ringing are reproduced quite well] by the computer model, so that 
it can be favourably used to optimize the circuit. The percentage 
of energy dumped into the discharge during the first half period 
of the discharge current can be taken as a figure of merit. In the 
case of fig. 8 this is more than 75 %, quite a good value having 
all the electrical components of the circuit and the i111 natured 
characteristic of the discharge in mind. 
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Fig.9. Evolution of the losses in Ls1 of fig.7, when the magnetic 
core gets saturated. 


Magnetic compressors comprising tape wound cores are known to 
be very resistent to a computational treatment. The saturation 
wave theory '!:12 leads to an estimation of the core losses under 
the assumption of a constant magnetic field path length throughout 


the core. Recently we developed a continuum model '3 of this 
theory which accurately describes the current-voltage 
characteristic and the dynamical saturation behaviour of toroidal 
cores with arbitrary dimensions. In fig. 9 results of this study 
are presented which refer to the first compression stage in 
fig. 7. Outlined are in- and output voltage and losses in the 
core, which add up to 1.9 Joule in this special case. 


6. CONCLUSIONS 


— 





According to our experience two limitations will strongly 
affect the development of excimer lasers having kilo- or 
multikilowatt output power. As fan power scales like the third 
power of gas speed, there will be a practical limit to the gas 
velocity and hence to the repetition rate of the system. We think 
that the system presented in this report is close to this limit 
with 100 kW fan power and 150 m/s gas velocity. Acoustic 
turbulences on the other hand can deteriorate the performance of 
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the laser before the above mentioned limit is reached. Criteria 
for the occurence of this phenomenon are partly developed but can 
hardly be used to make predictions in the design phase. One way to 
go around the problem is to increase the discharge efficiency to 
the utmost level. Dampers in the flow loop seem to have adverse 
effects on the aerodynamical quality or on the long lifetime 
Capability of the system. 


Known techniques in high voltage circuitry should be 
sufficient to extend the output power into the kilowatt region. 
Thereby, magnetic pulse compression will help to make full use of 
versatile standard thyratrons. Computer simulations either 
especially developed or already existing for different 
applications turn out to be valuable tools in designing discharge 
circuits and discharge geometries. 
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[Article by V.M. Borisov, 0.B. Khristoforov, Yu.B. Kirykhin, $.G. Kuznetsov, 
Yu.Yu. Stepanov, and A.Yu. Vinokhodov of Kurchatov Research Institute] 


[Text ] ABSTRACT 


High power operation of excimer lasers was investigated using UV-preionization schemes based on a 
dielectric surface creeping discharge.The design ang operation of the high average power excimer laser 
systems are described. A large-aperture (10x7 cm 2) XeCl laser with UV preionization can produce 10 J per 
pulse at a repetition rate of up to 100 Hz. When aperture was decreased,the XeCl laser operated at repetition 
rates of up to 500 Hz and could produced the average output power more than 600 W. 


LINTR ION 


Excimer lasers are the most intense ultraviolet light sources available today and are used for scientific 
and industrial applications. Now commercial lasers are capable of delivery of I5SOW’' and a number of 
research teams study the possibilities to reach the 1kW level. Average powers of 0,5 kW have been achieved 
at the pulse repetition rate up to 1600 Hz*>. A maximum of average power 0,75 kW has been reported by 
the Lambda Physik at 500 Hz!. 


Within the Eureka cooperation a desing of 1 kW XeCl excimer laser system operating at a repetition 
frequency of 1 kHz was described at the Netherlands Center for Laser Research’. 


The potential application of high power excimer lasers have stimulated an interest in scaling laser 
discharge systems to larger apertures and volumes.The research group at Siemens have created the XeCl 
laser emitting 225 W at 100 Hz>.A 10-liter active volume laser device has been realized at the ENEA 
Frascati Center,as a technical base for the high average power excimer laser®. The Spectra Technology,Inc 
(STI) has designed a 20 J per pulse,50 Hz,1kW average power XeCl excimer laser’. 


In the following, we describe some results, obtained at the Pulse Laser Systems Laboratory (PLSL) of the 
Troitsk Kurchatov Recearch Institute. 


N Vv M 


In the most part of our experiments a high (about 10° cm ) initial electron concentration was achieved 
using a creeping discharge on the dielectric surface (CDDS) as a UV-source. The scheme of the CDDS is 
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show. in Fig.1. Attractive features of this preionizer used in our lasers are its simplicity, reliability, and ability 
to provide the high energy output in both HCI and F, based gas mixtures. 


We found the conditions necessary to cover all the dielectric surface area (up to 100x20 cm?) with plasma 
and demonstrated that the creeping discharge remains uniform at repetition rate as high as S00 Hz . The 
lifetinic evaluation tests proved that the dielectric on a water-cooled substrate had no damage after 10’ 
pulses at 100 Hz. Electron production rate at the level of 7x10!’ cm} s! can be achieved in Ne at the 
distance of 5 cm from the surface and energy input to the CDDS 30 mJ /cm? in 100 ns. 


Using this electrode system a few years ago we have created a single-pulse XeCl laser with the discharge 
aperture 12x10 cm? and output energy of 20 J®. In this laser the CDDS was used as a UV-source and placed 
behind a grid electrode.The distribution of specific lasing output in the spacing between the electrodes for this 
laser is plotted in Fig.2 .Curve 1 was obtained for the XeClI laser with a very low (10-3 J/cm? )energy being 
put in_ the creeping discharge. Curve 1 shows that no lasing occurs near the anode in this system . However, if 
the energy input to the CDDS is sufficiently high (20 mJ/cm2 ),the XeCl laser output distribution is practically 
uniform at the distance of 8 cm from the cathode (curve 2 in Fig.2). The lasing distribution is homogeneous 
for both XeF and KrF lasers with electrodes situated § cm apart (curves 3 and 4 in Fig.2). Results 
presented in Fig 4 demonstrate that “face to face” preionization from both cathode and anode sides would 
result in a sufficiently uniform lasing at electrode distances inthe range from 10to 1Scm for XeCl, XeF or 
KrF mixtures. 


3. LASER DEVICE. 





The PLSL have created several models of excimer lasers with different combinations of energy per pulse 
and repetition rate based on a single type of a gas flow system.The family name of these models is 
GEFEST. 


Figure 3 presents a schematic drawing of the high-repetition rate excimer laser.The flow loop has the 
volume of 1500 | and pressure up to 4 atm. It contains 3 parallel axial fans providing the gas circulation flow 
about 3 m3/s.The heat exchanger has a capacity of 100 kw and gives a relatively large pressure drop in the 
flow loop.The flow loop has the window for X-rays. This give possibility to compare a character of X-ray and 
UV preionization. Maximum of distance between the electrodes can be ~ 10 cm. In this case the gas 
reaches the speed up to 30 m/s between the electrodes. Decreasing the distance between the electrodes allows 
one to considerably increase the speed. 


In our experiments we can change the active volume by the decreasing of the distance between the 
electrodes or by changing electrode systems. 


For an average distance between the electrodes 6 cm and active volume 6x3x80 cm? we used an 
excitation circuit based on LC-inversion with single-stage pulse compression ( model GEFEST-2). Four 
commercially available thyratrones which work simultaneously were used as a commutator.The excitation 
circuit contains capacitors of 4 different types C, =100 nF, C, =100 nF, C, =60 nF, C, =18 nF as shown 
schematically in Fig 3. 


Along with the described pulser (for a larger active volume)we have also developed another pulser, 
based on a double Blumlein line and a low-inductance switch (mode! "GEFEST-3") This excitation circuit is 
shown in Fig.4. The double pulse-forming line (DPFL) can consist of several iientical units. Each of them 
includes several high-voltage low-inductance oil capacitors contained within a single case. Operational 
("shock") capacity of the unit is 28 nF,the wave resistance , 2 Ohm. The unit 0,3 m_ in length provides for 
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electrical pulse width of 0,1 ms.The waveform of the pulse on the matching load is almost hat top. DPFL for 
high-repetition-rate lasers with different aperture. includes 4 or 6 units with total resistance 0,5 or 0,33 Ohm, 
respectively. Nominal charge voltage for the DPFL is 80 kV and the line is designed to operate at repetition 
rates up to 300 Hz. The pulse charge of the capacitor C, , shown in Fig.4, provides the creeping discharge and 
this results in preionization of the discharge volume by UV radiation. The rail spark gap with 1 m 
long electrodes and an autonomous gas flow is used as a switch in this pulser. 


Unlike the models GEFEST-3 and GEFEST-2, in which we used UV preionization by the CDDS behind the 
screen type electrode,.for a small distance between the electrodes (~3 cm) and small active volume (3x1x80 
cm? ) we used UV preionization by 2 rows of the sparks ncar the high-voltage solid electrode.The 
dimensions of the discharge head in fig 3 gave possibility to use a 3-electrodes system in which the 
ground electrode was one and the same for 2 active volumes (3x1x80 cm? ). In this case two simple excitation 
circuits (C-C transfer) were used.(model GEFEST-1) 


4. EXPERIMENTAL RESULTS. 


A part of the experimental results have been presented in our preceding report® . 
The measured power versus the repetition rate for various models of excimer lasers is shown in Fig.5. 


Slope 1 was obtaine: with the XeC1 laser of the model GEFEST-1 a few years ago? . The output 
power at 500 Hz was 420 w. 


Slope 2 was obtained by the XeCl laser of the model GEFEST-2.In single shot operation the laser 
delivered a pulse energy of 3 J at HC1:Xe:He=1:5:1000, pressure 4 bar, charging voltage 40 kV.As shown in 
Fig 5 the slope is linear up to repetition rate ~160 Hz.The maximum output power at 300 Hz is 650 
W,which corresponds to a 30% decrease in the pulse energy. 


We have found out that there are two main causes for the discharge contraction in the high-repetition- 
rate regime: 1.local inhomogeneities of the energy input to a discharge resulting from gas density fluctuations 
due to acoustic disturbances ; 2.local overheating of some spots on the surface of electrodes and as a_ result 
metal vaporization in the zones with an increased energy input during previous pulses. 


Nevertheless we connect the non-linearity of slope 1 and 2 in Fig 5 after 250 Hz and 160 Hz also witha 
disadvantage of the electrical power supply, used. 


The excitation circuit similar to that presented in Fig.4 was used to pump XeCL lasers with UV 
preionization by the CDDS with active volumes 7,8x6,4x75 cm =3.5 1 ,10.7x7.0x80 cm> =5.6 | and 

12x8x68 cm? =6.5 |. The output energy of these lasers was 7.6;10.2 and 16 J, respectively. The energy stored 
in the line is converted into laser output energy with the efficiency 1-1.25%. The same type of the excitation 
circuit was used for the XeC1 laser with active volume 6x5x80 cm? =2.4 |,but active volume was preionized 
by X-rays. The X-ray preionizer had a field emission cathod and operated with high voltage pulse ~ 120 kv.In 
single shot operation this laser delivered a pulse energy of 5.2 J. This tentative result gives an impression 
that the using of X-rays preionization as compared with UV preionization by the CDDS lead to no benefits 


for achieving the highest output energy. 


If we used the same active volume (~2.41), which was preionized by X-rays, but the excitation circuite 
based on the L-C invertor with single stage pulse compression, the output energy was only 4.1 J. 
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The XeCl laser with the active volume 5.61 and with UV preionization by the CDDS (model 
GEFEST-3) was tested with repetition rate up to 100 Hz. The rail spark gap, as a switching element operated 
reliable in the high repetition rate regime if pulse charging of the DPFL was used. The cliarging voltage 
~80kv of the DPFL was reached by a electrical circuit contained a capacity , switched by multiple paralled 
thyratrons , anda pulse transformer . The duration of the charging pulse ~ 10° s. 


The average output power versus the repetition rate is plotted in Fig 5 for the XeCl laser of the model 
GEFEST-3. 


2. CONCLUSION, 


Several models of high repetition rate high power XeCl excimer lasers with different combinations of 
energy per pulse and repetition rate have been described. 


The models use of a single type compact flow system. The model GEFEST -3 of the XeCl laser with 
UV preonezation by a creeping discharge on the dielectric surface and the excitation circuit based on a 
double-pulse forming line and a rail gap switch is capable to emit more than 10 J per pulse at the repetition 
rate up to 100 Hz. Using of the excitation circuit based on the L-C- inventor and comercially available 
thyratrons ( model GEFEST-2 ) allows to obtain 650 W. 


Thus, the possibility of the creation 1 kW excimer laser with energy per pulse up to 10 J was 
demonstrated. 


Further work will be connected with achieving a reliable operation of all laser elements . We are 
also planing to investigate KrF output parameters for the models GEFEST .We hope that the models 
GEFEST can be used as a prototype for the development of commercial high power excimer lasers 


for industrial applications. 
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Fig.2. Distribution of specific lasing output in the spacing between the electrodes for various lasers. 
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Fig.3. High-repetition rate laser (GEFEST-2). 


19 
































4 


Capacitor 
For 
Creeping 
Discharge 
Pumping 


Electrodes 
Cool by 
Water 





Heat ~~ 
Exchanger 















































Doble 


Pad aaa ara area a%e BB %e%a"a%s 








Pulse- 
-Forming 
Line 
(DPFL) 


























fC oT 























Transverse 
Flow 
Fan 


Vessel of 
~ Rail 


Fig.4. The exitation circuit for large aperture excimer laser (GEFEST-3) 
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[Article by Dr. H.L. Jetter of Siemens AG] 


[Text] 


Abstract: 


The Siemens excimer laser is designed for industrial scale production 
processes. Its unique features are liquid dielectric capacitors, side- 
wise x-ray preionization, efficient cross flow gas circulation and an 
all metal/ceramic discharge head. All parts are integrated inside a 
hermetically sealed pressure vessel. 


Introduction: 


Industrial scale production processes with excimer lasers demand de- 
grees of reliability and reproducibility in performance, which surpass 
the common demands in R & D labs by several orders of magnitude. 


Since investment costs for the laser normally are only a fraction of 
the total costs of the process, factors like MTBF, operating costs or 
ease of serviceability play in most cases the dominant role for in- 
dustrial lasers. Therefore these lasers constitute a great challenge 
for laser development, which cannot be met by straightforward impro- 
vements to established technologies. 


At Siemens we are developing industrial excimer lasers with high pulse 
energy. These lasers are distinguished by unique features, which take 
into account the mandatory industrial requirements. 


The Siemens Excimer Laser: 


High pulse energy at good efficiency calls for a very fast, low induc- 
tance excitation circuit. This is realized in our laser by a compact 
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PFN, using capacitors with a liquid dielectric. These capacitors, for- 
med by parallel metal plates, can be tailored to the required capacity, 
charging voltage and geometrical contours. The liquid dielectric (gly- 
col/water mixture) offers the additional advantage of serving as coo- 
ling liquid for removing the lossrelated heat. This is of great impor- 
tance at high average powers. Also the dielectric liquid is selfhea- 
ling. As opposed to ceramic capacitors a voltage breakdown in the ca- 
pacitor does not lead toa catastrophic failure of the laser, with 
sometimes considerable downtimes. 


The fast excitation circuit of an excimer laser demands HV-switching 
Capabilities, which in most laser can only be barely met by the nor- 
mally used thyratrons. Ware of thyratron is therefore a major cause 
for excimer laser downtime. It also contributes substantially to its 
operating costs. This is especially true, for high pulse energy and/or 
high average power excimer lasers. 


We addressed this problem, by using a spiker-sustainer circuit. A 
thyratron is only required to generate a low energy ignition pulse. 
The main discharge is switched by a saturable inductance. This mag- 
netic switch is of the race-track type and made of amorphous metal 
strips. It is intecrated in the PFN and together with it immersed 
into the dielectric liquid to provide efficient cooling. Since the 
energy of the ignition pulse is only a fraction of the total di- 
scharge energy, the thyratron is operated well below its maximum 
rating. Therefore thyratron lifetime constitutes no problem anymore. 


The high pulse-to-pulse stability, which is mandatory for most in- 
dustrial processes, requires a very homogeneous, reproducible pre- 
ionization of the entire discharge volume. For large volumes, this 
cannot be achieved with the standard UV preionization. 


We are using high intensity x-ray bursts to preionize the laser 
gas. The x-ray source is a pulsed low pressure, high current di- 
scharge, which produces by ion bombardment a shield of secondary 
electrons impinging on a thin gold layer there generating the 
x-rays. So far we have scaled this technique to repetition rates 
>» 250 Hz and electrode length up to 80 cm. The x-ray dose is ex- 
tremely homogeneous over the entire discharge volume. 





With this preionization, a very homogeneous large aperture laser 
discharge can be operated very reliably. The observed fluctuations 
of the pulse energy are well below 1 &. 


An additional advantage of the homogenous, large aperture discharge 
is the even distribution of the discharge current across a big sur- 
face on the electrodes. Consequently the current density on the 

| electrodes is low, therefore the erosion of the surface small. 
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Furthermore the x-ray tube is located sidewise to the electrodes. 
Since the x-radiation does not have to penetrate the electrodes, 
there is no restriction in shape and material of these electrodes. 
SoOlide nickel electrodes are used. In combination with the low 
Current density, these electrodes show an exceptionally long lifetime. 


In the design of an industrial laser the gas flow has to be taken in- 
to account very carefully. All components such as the laser head, 
heat exchanger, ducts, bends etc. have to be optimized with regard 
to flow resistance. This is especially important for high repetition 
rate operation. 


The flow resistance increases proportional to the second power of the 
gas velocity and the required compressor power in proportion to the 
third power of the gas velocity. An unfavourable gas flow system will 
therefore restrict the laser operating to low repetition rates. As 
the most critical part of the gas flow system, we have developed a 
laser head which combines low inductance - obligatory for high pulse 
energy - with low flow resistance - obligatory for high repetition 
rates. 


Beside a flat ceramic plate, which seperates the dielectric filled 
PFN from the discharge chamber, the laser head is all metal. No 
plastic material is needed for HV-insulation. The current returns 

are a multitude of blank wires optimized in respect to minimum induc- 
tance and flow resistance as well as to safe operation against cree- 
ping discharges. 


Gas lifetime and window degradation are strongly susceptible to 
gaseous impurities generated by chemical reactions of the laser gas 
with elastomers, bearing lubricant and organic structural materials. 
Care was taken to minimize these materials as far as possible. By 
these means, gas costs and maintenance routines could be achieved, 
which are quite acceptable to industrial production. 


Industrial production environments impose stringent safety standards. 
Therefore the corrosive, toxic laser gas should be contained in a 
hermetically sealed pressure vessel. Our design takes care of this 
requirement by integrating laser discharge unit, PFN, x-ray preio- 
nizer, blower and heat exchanger inside a stainless steel pressure 
vessel. 


Fig 1 shows a sectional drawing of the laser head. 


The down-times for maintenance and repair are governed by the ease 
of serviceability. Fig 2 shows the modular design of the laser. 
Broken units can be pulled out of the laser very easily and replaced 
by new ones. So the laser can be back into operation in a minimum 

of time. 
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The total laser system consists of three cabinets (Fig 3), the laser 
unit itself, the highvoltage supply and the control rack. Command and 
control of the laser are done by a PC installed in the control rack. 
The remote control rack is connected to the laser by fiber optic 
links. 


We have operated lasers of the described concept with a variety of 
emission parameters. With XeCl, average powers up to 300 W were 
achieved. By varying the capacity of the PFN and adjusting the ope- 
rating voltage, pulse energies in the range of 1,5 to 3 J were ob- 
tained with efficiencies > 2,0 %. The optical pulse width is in the 
range of 80 - 200 ns depending on the charateristic data of the PFN. 


SIEMENS 














Fig.1 Laser head 
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Fig. 2 High-Power-Excimer-Laser (service concept) 
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Parametric Study of Small-Volume Long-Pulse X-Ray Preionized XeCl Laser With 
Double Discharge and Fast Magnetic Switch 
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[Article by J.M. Hueber, B.L. Fontaine, M.N. Khobio, P.C. Delaporte, B.M. 
Forestier, and M.L. Sentis of Aix-Marseille University] 


[Text] ABSTRACT 


An experimental parametric study of a small volume X-Ray preionized XeC! laser which uses 
the double discharge (spiker-sustainer) principle and a new fast ferrite magnetic switch is presented. 
This High efficiency discharge excitation system has allowed to achieve with a Ne/Xe/HC! mixture at 
relatively low pressure (P=2,5 atm.), in a 50 cm? active volume (2542«1cm?), an efficiency 3,2% in 
energy and 4% in power at maximum with up to 140 mJ extracted optical energy in a 130 ns (FWHM) 
laser pulse in switch mode. Focus is made on laser characteristics dependence with magnetic switch 
and electrical circuit parameters, for switch mode. At the end, planned further studies of the present 
advanced excitation system for conditions of very high PRF, in the frame of Eureka EU205 Eurolaser 
program, are presented. The experimental part of these planned studies will be made with LUX very 
high PRF high average power IMFM test-bed. 


TR qT 


Potential applications of high power pulsed ultraviolet lasers have recently stimulated 
considerable interest in the scaling of excimer lasers to higher output energy, pulse length, pulse 
repetition frequency (PRF), average laser power and efficiency |. Discharge pumped excimer lasers 
are extensively used in various domains of scientific research and industrial processing. However, the 
classical excitation schemes like C-L-C circuit limit laser emission to short pulses 
(20-80 ns) and relatively low efficiency (< 2%). Recent developments of long pulse high efficiency self 
sustained discharge excimer lasers provide a number of opportunities in terms of lower stress on 
electrical components, lower he xt and acoustic load by extracted photon, higher energy transmission 
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Capability through optical fiber, and better control of laser beam divergence, polarization and line- 
width®. These developments have important issues on applications, notably for medical and doppler 
laser radar. Several means to increase either pulse width or efficiency have been studied recently’, 
namely control of discharge parameters with a classical C-L-C circuit, double discharge ( spiker- 
sustainer 4-10 and stabilization by segmented electrodes associated to resistors or inductors! 
However only very few parametric studies of these systems, particularly for small volume and high 
PRF capabilities, appear in literature. 


A program to extensively investigate the key parameters which may limit scaling of the XeC! 
laser (A = 308 nm) to very high average power (P,>1kW) and pulse rate frequency has been 
undertaken at IMFM!2"'6. This program includes study of possible advanced excitation schemes in 
order to increase whole system efficiency and laser pulse length and reduce acoustic load in active 
volume. 


This paper presents results of an experimental parametric study of a small volume X-Ray 
preionized XeCl laser which uses the double discharge principle (spiker-sustainer)* associated with 
magnetic switching> '0.15,16 and a new fast ferrite magnetic switch with pulsed reset, allowing both 
long pulse, high efficiency and high PRF capability. Focus is made, in the present paper, on laser 
characteristics dependance with magnetic switch and electrical circuit parameters for switch mode. 


2. EXPERIMENTAL DEVICE 


The electrical excitation system includes a preionization X-Ray gun energized by a 120 kV 
pulse transformer!> and delivering 10 mRad X ray dose in a 200 ns (FWHM) pulse inside the 
2 cm (H)*1 cm (W)*25 cm (L) laser head active volume, and an advanced electrical excitation system. 


The double discharge excitation system consists in a fast high voltage and low energy spiker 
and a high energy and low voltage sustainer transiently isolated by a fast ferrite magnetic switch. 


The spiker is made of a 2.7 nF ceramic capacitor switched by a triggered spark gap and 
charging up to 40 kV in 50 ns 4 TOK ceramic transfer capacitors of 2.2 nF total capacitance set in a 
very low inductance loop between laser electrodes. The spiker is fired within . us after the sustainer 
pulse forming line (PFL) has reached its maximum voltage. Time delay between spiker triggering and 
x-ray gun pulsed voltage maximum can be varied from 0 to 1 us by use of a delay generator. 


The sustainer consists in a .6 ohm characteristic impedance double sided solid state PFL line 
made, for each side, with 8 or 11 rows of 6 « 1.4 nF TDK ceramic capacitors (150-200 ns electrical 
time). The PFL is pulse charged up to 10 kV in 4 us through a thyratron. 
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The magnetic switching device is made of several coaxial structures in parallel, each of them 
comprising many low losses high frequency Ni-Zn ferrite tores (4, = 20-800) set in serie. Ferrites are 
pulse reset between shots by a single turn auxiliary capacitor circuit delivering a current of 60 
amperes during 10 us, in order to minimize switch inductance for the needed magnetic surface. The 
losses of this advanced magnetic switch are estimated to be less than 10% which allows a very high 
pulse rate capability (> 1 kHz). 


The magnetic switch is designed in order to automatically switch very rapidly (20-30 ns) 
following magnetic material saturation at the time of maximum transfer capacitor voltage. Measured 
currents through each of the switches set in parallel are equal within 10 %. A reverse polarity is used 
between spiker and sustainer circuit (switch mode). A schematic diagram of laser electrical circuit is 
shown on Fig. 1. 


Various low losses flat multi-dielectric coated mirrors are used for the output coupler of the 
stable optical resonator used which is set in direct contact with gas mixture to reduce losses. A 99% 
Reflectivity rear mirror with 2 m radius centered at 4=308 nm also set in direct contact with gas 
mixture completes the resonator. 


Various Ne/Xe/HCI gas mixtures prepared with an home made high purity gas manifold are 
used. Safe working maximum gas pressure in laser Cavity is 4 atmospheres. 


Discharge currents are measured with home made calibrated Rogowski coils and Pierson fast current 
transformers. Pulse voltages are measured with low impedance home made resistive voltage dividers. 
Laser time variations are determined by use of a ITL TF1850UV vacuum photodiode with sapphire 
window while a GENTECH ED500 Joulemeter is used for laser energy measurements. Signals are 
recorded with an HP54112D four channels 400 MSa/s and an HP54502A two channels 400 MSa/s 
digitizing oscilloscopes set in a screen room which are connected to a microcomputer, and 
periferics. 


MAGNETIC SWITCH 
PULSE FORMING LINE WITH RESET LASER HEAD SPIKER 
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Fig.1 : Schematic diagram of laser electrical circuit with double discharge and magnetic switching 
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3. EXPERIMENTAL RESULTS 


A parametric study of the double discharge XeCi laser has been fulfilied with the above 
described experimental apparatus. For this study the magnetic switch consists in two rows of N 
ferrites (9, = 15 mm, Poxt = 25 mm, h= 10 mm), set in parallel (20 < N < 30). The total magnetic 
surface of each row S_, is varied beetwen 10 and 15 cm®. The pulse reset current is equal to 60 A 
(1000 A/m). 


The magnetic switch was caracterized on laser electrical system, without preionization in order 
to avoid breakdown in the range of voltages of this study (0-35 kV). The figure 2 shows the voltage 
time variation measured between switch on electrode side and ground and the current through one 
magnetic switch path. 

















Fig. 2: typical waveforms of voltage on spiker transfer capacitors (4,7 KV/div) and current 
through one magnetic switch (0.4 kA/div ) for 26 H 20 ferrite torus. Time base is 50 ns/div. 
Magnetic switch blocking time and peak voltage are indicated by AT and AV. 


The electromagnetic field induced by the magnetic material depends on the law of induction 
e=- S AB / dt for each path. S is the cross section area of the magnetic material and AB is the flux 
density. A simple integration of this equation, with hypothesis of linear voltage time variation, gives: 


At = 2S AB/ AV 


On figure 3 are presented calculated and measured values of magnetic switch blocking time 
AT for two different flux density swing in the case of 26 H 20 ferrite torus The solid line corresponds to 
a maximum amplitude flux density swing (AB = 0.6 T) and the dashed one corresponds to a swing 
from remanent field Br to saturation (AB = 0.45 T). Experimental data (filled triangles) are set between 
these two boundaries. Measured blocking time is slightly lower than expected with pulsed reset. 
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Schematic experimental waveforms of switch and discharge currents, electrodes voltage and 
laser output oscilloscope traces are shown in Figure 4, for 35 kV spiker and 7 kV PFL voltages and 
two magnetic switchs in parallel (N = 24). PFL electrical time is 150 ns and total capacitance is 
134 nF. Gas mixture for this case is Ne/Xe/HCI (7950/75/10) at 2.5 atm. total pressure. A 60% 
Transmission output mirror is used. Delay time between X-Ray gun and spiker triggering is 
340 ns.Measured blocking and switching times of magnetic switch following spiker triggering are 50ns 
and 25ns respectively. After spiker switching, electrodes voltage varies from - 8 kV (PFL charge 
voltage) to 25 kV when breakdown occurs. Needed time to reach stationary conditions in term of 
injected electrical energy is about 60ns showing that the remaining PFL circuit inductance after 
switching is relatively high. Voltage waveform oscillations are strongly dependant of transfer capacitor 
value and their amplitude is decreasing when lowering its value. Delay time between active medium 
breakdown and beginning of laser emission is about 50 ns. Parts of this delay are attributed to current 
rise time and intra-cavity laser field buildup. However a part of this delay time must be attributed to 
magnetic switch behavior. 
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Figure 5 shows measured laser energy versus PFL charge voltage for two numbers of torus 
(N=26 and 29). One observes that laser energy is always higher for a given charge voltage for N = 26 
and varies sligthly with ferrites number. 
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Fig 5 : Laser energy vs PFL charging voltage for two numbers of torus. 
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Figure 6 shows measured maximum laser efficiency (W,/Wp_,) versus number of torus for 
one row. Spiker and P.F.L. voltage are optimized to obtain the maximum efficiency for each number 
of torus. It is noteworthy that laser efficiency decreases when magnetic material surface increases. 
This loss in efficiency is attributed to an increase of P.F.L. switching time after spiker triggering. For a 
relatively small number of torus (N < 27), the P.F.L. is rapidly switched and PFL energy is transfered 
to the discharge before strong plasma recombinaison. When N is decreased below a threshold, laser 
discharge instabilities appear. An increase of magnetic material surface leads to a late P.F.L. 
commutation. Time delay after spiker discharge breakdown is then important as well as plasma 
recombinaison. In such case streamers are visibles in discharge. 
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Laser efficiency is observed to be strongly dependant with delay time between spiker and X 
ray preionization for a given magnetic material in the switch. On fig 7 is shown laser energy 
dependance with delay time beetwen X-Ray gun triggering and spiker peak voltage. Gun voltage rise 
time is 300 ns while spiker transfer capacitor voltage rise time is 50 ns. Preionization density controls 
breakdown voltage which decreases when delay time is increased for given spiker and sustainer 
charge voltages. This laser efficiency dependance is attributed to variations of magnetic switch 
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Figures 8a and 8b represent typical experimental oscilloscope traces of voltage, current and 
laser output for two different PFL capacitances (134 nF and 184 nF) and electrical time (150 ns and 
200 ns). Stored energy (2.7 J) is the same for the two cases. 
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Fig.8: oscilloscope traces of voltage between laser electrodes (4.7 kV/div), current 
through one switch path (800 A/div) and optical output (a.u.) for two PFL a) 134 nF 
(150 ns electrical time) and b) 185 nF (200 ns electrical time). Time base is 50 ns/div. 


Laser emission time duration is about 130 ns for the 150 ns electrical time PFL and 150 ns for 
the 200 ns electrical time PFL.The laser pulse follows energy injection for the 150 ns electrical time 
case, while it terminates before the end of energy injection for 200 ns. This result is attributed to a 
discharge instability appearing in the 200 ns PFL case. The laser output energy per pulse is higher for 
the first case (W,= 135 mJ) than for the second one (W,=90 mJ), but it is noteworthy that present 
conditions are not yet optimized in terms of output coupling, magnetic material and working pressure 
for both cases and specialy for the second one (200 ns PFL elecirical time). In ranges of pressure and 
PFL voltage where laser efficiency is high, discharge, as observed visually through lucite laser head 
side window, is very homogeneous. 


4. CONCLUSION 


An experimental parametric study of a small volume XeC! laser excited by a double discharge 
circuit using an advanced magnetic switch has being made with focus on the effects of magnetic 
switch characteristics on discharge electrical behavior and laser extracted energy. This laser has a 
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very high pulse rate frequency capability (> 1 kHz). An efficiency of 3,2 % in energy and 4% in power 
at the maximum, with up to 140 mJ extracted optical energy in a 140 ns (FWHM) laser pulse length, 
has been demonstrated with this small volume not optimized device. This study shows that a very fast 
magnetic switch made of small commercial Ni/Zn ferrite torus associated with a pulsed reset allows 
very good performance from a double discharge excitation XeC! excimer laser in terms of efficiency 
and pulse length. It is shown that laser characteristics are relatively insensitive to the quantity of 
magnetic material used for the switch in a range of more or less 10 % around an optimum value. The 
study shows also an optimum for delay beetwen spiker and preionization wich is more critical than 
with the C-L-C excitation scheme for the same specific electrical energy('4). 


This study will be pursued, including a parametric study of magnetic switch performances with 
various magnetic materials and an increase of working pressure up to 4 atm. The use of thyratron, 
associated to a fast inverting high voltage ferrite pulse transformer to charge the spiker transfer 
Capacitors for high PRF working condition in switch mode ,is also planned. 


At the end, further studies of the present advanced excitation system are planned for 
conditions of very high PRF, in the frame of EUREKA EU205 Eurolaser program. The experimental 
part of these planned studies will be made with LUX very high PRF high average power IMFM laser 
test-bed '2:13,14. 
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[Text ] ABSTRACT 





A wide aperture, X-ray preionized discharge pumped XeCl laser, is described. The laser head is included in a 
gas circulation loop. The X-ray generator is made of a secondary emission electron gun. The X-ray pulse duration is 
400 ns (FWHM). 

The laser energy (E, ) and the average power are given as a function of various parameters: charging voltage 
(V_), buffer gas pressure (P, ), total capacitance (C,), the interelectrode distance (d) and the repetition rate. 

The laser discharge is driven by a classical LC-inversion circuit. The stored energy (E.) in the capacitor bank 
is C,xV.7/2 and the efficiency is defined by E, /E,. Up to a repetition rate of 50 Hz, the laser energy per pulse remains 
almost constant with low fluctuations. The best efficiency, for different pressures, is obtained for the same V /P, xd 
value. The optimal buffer gas pressure decreases with an increase of the total capacitance. 

More than 4.5 Joules per pulse, single shot, have been extracted from a 40x5.8x4 cm? discharge (efficiency = 
1 %). At a lower laser energy level (2.5 J) the maximum efficiency reaches 2.5 %. An average output power of 
175 Watts has been obtained. With this device, good preliminary results on Kr/F,/Ne mixture are given. 


LINTRODUCTION 





Several applications like photolithography, photoablation, photodeposition, contact cleaning, planarisation or 
surface processing stimulate a great interest in development of excimer lasers. Small systems operating at high pulse 
repetition rate’ and wide aperture X-ray preionized lasers of several liters active volume” have been realized. We 
present here an intermediate laser: 1 liter of active volume and a repetition rate of some tens of Hertz. 


2,.EXPERIMENTAL DEVICE 





The X-ray generator is made of a secondary emission electron gun as described previously*’. The electron 
gun is composed of a pulsed ions source and a cathode polarized up to -150 kV. The integrated X-ray dose, measured 
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with a pen dosimeter, in the laser chamber, reached 20 mrad at -150 kV. An X-ray dose 5 times higher can be ob- 
tained simply by removing the extraction grid with deleterious consequence of an increase of the length and intensity 
of the tail. The second configuration is used for present results. The X-ray pulse duration is about 400 ns (FWHM). 


A classical LC-inversion circuit is employed (see figure 1). Electric energy is stored in two banks of ceramic 
capacitors (C, = C,). The total capacitance (C,,) is adjusted from 143 nF to 454 nF. The laser discharge is triggered 
by two parallel thyratrons. C, is charged trough the inductance L,. The discharge voltage rise time is imposed by C, 
voltage inversion time. The charging voltage can be adjusted up to 50 kV. The active medium length is 40 cm and 
three interelectrode distances are used: 4.2, 5 and 5.8 cm. 


The laser chamber, made of Ni-coated aluminum, is included in a gas circulation loop and has been described 
previously” . Two loops are tested: one with an important pressure drop due to a heat exchanger, the other one 
without this pressure drop. The loop volume is 150 liters. The centrifugal fan motor is equipped with a frequency con- 
verter providing continuous regulation of the speed from 0 to 4800 rpm 


For XeCl laser, the laser optical cavity is made of a five meters radius multilayer dielectric mirror and an un- 
coated plane window separated by 70 cm. The mirrors diameter is 7 cm. The optimal partial pressure of gas mixture is, 
in mbar, Xe/HCI/Ne : 30/4/P, (1000s P, <8000). 


This setup is fitted by the following diagnostics: each thyratron current, discharge current, charging voltage, 
gas pressure, transverse luminescence, laser energy and pulse duration, electron gun and ions source current and volt- 


age, X-ray pulseshape. Thyratrons and discharge current probes are homemade. 


3.RESULTS 





A scheme of the LC-inversion circuit is presented in figure 1. The inductance value (L,) of thyratron circuit is 
obtained from the current oscillation time without laser discharge. L, is equal to 175 nH. With a laser discharge, L, is 
approximately obtained from the laser discharge current oscillation time without taking into account the plasma resis- 
tance evolution. L, increases with the interelectrode distance (d). At C, = 286 nF and d = 5 cm, L, is equal to 20 
nH. At C, = 454 nF and d = 5 cm, L, is equal to 22 nH and at d = 5.8 cm L, increases to 25 nH. R, is thyratron 
resistance and a part of thyratron circuit resistance. R, and R, are resistance losses of capacitors banks C, and C,. In 
parallel of the present experimental results, a self consistent model of the laser including preionization, kinetics and 
electrical circuit has been developed by J.Bretagne et al.° From this model, R,, R, and R,. are estimated to a few 
hundred m& in order to reproduce experimental values of the thyratrons and discharge currents shown in figure 2. 
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Fig.1: Schematic diagram of the L-C inversion circuit. Fig.2: Thyratron (top curve) and discharge current 


L,: thyratron circuit inductance; L,: discharge circuit waveforms. Gas mixture: Xe/HCI/Ne = 30/4/4000 mbar. 

inductance; L, = 38 »H; R-: thyratron resistance; R, C= 454 nF, d= 5 cm. Top and middle curves are at 

and R,, resistance losses; C, =C,; P.: current probes. 20 kV charging voltage. Bottom curve is at 40 kV 
charging voltage. 


The thyratron current waveform is given at the top of the figure, the charging voltage is 20 kV. The gas mix- 
ture is the optimal one at 4 bar, C, = 286 nF and d = 5 cm. The first hole is due to the laser discharge breakdown. 
The maximum thyratron current increases linearly with the charging voltage from 8.5 kA at 20 kV to 23 kA at 50 kV. 
The laser discharge current is given at 20 kV (middle curve) and 40 kV charging voltage (bottom curve). The dis- 
charge current rise time is about 80 ns. At 40 kV, breakdown delay time is lower than at 20 kV. The dependence of the 
breakdown delay time versus the charging voltage is given in figure 3. When the charging voltage increases, the break- 


down takes place before the C, voltage total inversion. 
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Fig.3: Breakdown delay time versus charging voltage. Fig.4: Laser energy per square centimeter versus 
same gas mixture as in figure 2. charging voltage with a square scale. The mixture is in 
mbar: Kr/F,/Ne = 50/2/4000. 


For KrF laser study, the same device is used. Only the optical laser cavity is changed. The cavity consists of 
two multilayer dielectric plane mirrors with 99 % and 30 % reflectivities at 249 nm wavelength laser emission. The 
mirrors diameter is 3.6 cm. The interelectrode distance is 5 cm and the unoptimized gas mixture is Kr/F./Ne : 
50/2/4000 mbar. Because of the small mirrors diameter compared to the active medium surface, the laser energy per 
surface unit is presented in figure 4. These preliminary results, obtained with a long X-ray pulse duration and a slow 
laser discharge voltage rise time are very promising. With a well passivated discharge chamber, large enough mirrors 
and optimized gas mixture, better results will be obtained. 


Figure 5 presents the laser energy per pulse as a function of the total capacitance for different charging volt- 
age and at the optimal pressure. The interelectrode distance is 5 cm. The optimal pressure is the pressure for which 
the laser energy, for a given charging voltage, is the best one. From 143 nF to 454 nF, the laser energy increases. The 
efficiency corresponding to these laser energies is shown in figure 6. The best efficiency is obtained at a charging volt- 
age of 20 kV, the laser energy is 1.6 J. With a total capacitance higher than 300 nF the efficiency decreases in all cases. 
Meanwhile, to reach high energy per pulse, the efficiency is better working at low charging voltage and high total 
capacitance. 
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Fig.5: Laser energy versus the total capacitance for dif- Fig.6: Efficiency corresponding to the laser energy 
ferent charging voltage and at the optimal pressure. given in figure 5. 
(d = Scm). 


Figure 7 presents the laser energy per pulse as a function of the interelectrode distance for different charging 
voltage and at the optimal pressure. The total capacitance is 454 nF. For large interelectrode distance, when the charg- 
ing voltage is too small the energy deposition in the gas is not sufficient to permit a high inversion of population. Up to 
20 kV charging voltage, a maximum of the laser energy is reached at an interelectrode distance lower than 5.8 cm. The 
corresponding efficiency is shown in Figure 8. At 20 kV charging voltage, the efficincy reaches 2.5 % at an inter- 
electrode distance of 5.8 cm and with total capacitance of 454 nF. This efficiency can be reached too, at an inter- 
electrode distance of 5 cm and with total capacitance of 286 nF at the same charging voltage (see figure 6). 


The optimal pressure is inversely proportional to the total capacitance and the interelectrode distance as 
shown in figure 9 and figure 10 respectively. And referred to figure 5 and 7 the laser energy increases a lot when the 
optimal pressure decreases slowly. Figure 11 and figure 12 show that the influence of pressure and the influence of the 
interelectrode distance are in the same order for the laser energy per unit volume. Therefore, at a larger inter- 
electrode distance, an higher laser energy is reached as already shown in figure 7. Probably, these results can be con- 
nected to the reduced electric field (E/N) but only the charging voltage is well-known. 
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Fig.11: Laser energy per unit volume versus the charg- 
ing voltage at 5 bar for d= 4.2, 5 and 5.8 cm. 
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Fig.13: Laser energy per pulse and average power ver- 
sus the repetition rate. Curves A: motor speed 3000 
rpm, loop with important pressure drop; curves B: 
motor speed 3000 rpm, loop with less pressure drop; 
curves C: motor speed 4800 rpm, same loop as B. 
Ve = 25kV, Pe = 6 bar, C, = 454 nF, d= 5.8 cm. 
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Fig.12: Laser energy per unit volume versus the charg- 
ing voltage at 5 cm for P, = 4.2, 5 and 5.8 bar. 
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Fig.14: Laser energy per pulse and average power ver- 
sus the repetition rate. Motor speed 4800 rpm, same 
loop as in figure 13 B. V.. = 35 kV, P, = 6 bar, 
C, = 454 oF, d= 5.8 cm. 





For last figures, the interelectrode is 5.8 cm, the pressure is 6 bar and the total capacitance is 454 nF. The 
average power and the laser energy per pulse are given in figure 13. The charging voltage is 25 kV. Curves A cor- 
respond to a loop with an important pressure drop due to a heat exchanger. At 3000 rpm motor speed of the 
centrifugal fan, the maximum gas flow velocity measured with a wind-gauge in the discharge region is about 6 m.s. 
The gas velocity is increased by two means: first reducing pressure drop (curve B) and second increasing the motor 
speed up to 4800 rpm (curve C). In both cases, the increase of the gas flow velocity permits to reached an higher 
average power with an higher repetition rate. At a charging voltage of 35 kV and at 4800 rpm motor speed the average 
power reached 175 Watts at a repetition rate of 50 Hz as shown in figure 14. The efficiency is 0.65 %. The maximum 


repetition rate is lower at 35 kV than at 25 kV. 
4.CONCLUSION 


In spite of a long X-ray pulse duration and a slow laser discharge voltage rise time, very promising prelimi- 
nary results on KrF laser study have been obtained. For XeCi laser, maximum energy of 4.5 Joules per pulse single 
shot with an efficiency of 1 % has been reached. The best efficiency is 2.5 % for 2.3 J laser energy. For a given charg- 
ing voltage, even if the interelectrode distance is increased, the same efficiency can be reached, increasing the total 
capacitance too. The best average power is 175 Watts with an efficiency of 0.65 %. At a lower average power (80 
Watts at repetition rate of 30 Hz) the efficiency is 1.9 %. It appears possible to achieve a few hundred Watts with 
good reliability. 
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(Text ABSTRACT 


Increasing the interest in high power coherent u.v. light sources, the ENEA Frascati Centre is 
developing 1 kW average power XeCl laser systems. In order to analyze the physical behaviour of 
these sources, net gain measurements spatially and temporally resolved have been done on a large 
volume prototype and compared with the results of a numerical 2-D simulation code. 


1. GENERAL OVERVIEW 


The ENEA Frascati Centre is involved in a European collaboration project (Eureka EU213) 
for developing 1 kW average power excimer laser. In order to satisfy different applications 
requirements, two approaches have been followed in this laboratory: 1) high energy per pulse (10 
J); 2) high repetition rate (1 kHz). 


As an intermediate step we have developed two x-ray preionized, discharge pumped XeCl 
laser devices: a 101 active volume, 10 J/shot, 6 Hz and a 0.5 1, 1 J/shot, 100 Hz systems l-5 The main 
parameters of the two laser sources as experimentally measured are reported in Table 1. Several 
measurements have been devoted to a better understanding of the physical processes governing the 
laser behaviour. In particular we investigated the growth of discharge instabilities in the large active 
volume laser, where preionization disuniformity and streamers formation severely compromise the 
discharge quality. 
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Laser prototype High energy per pulse High repetition rate 

Pumping schemes a) spark-gap switched discharge spark-gap switched 
b) photoswitched discharge discharge 

Active volume a) 10x10x190 cm? 3x3x50 cm? 
b) 7x10x100 cm? 

Flow mode Longitudinal Transverse 

Min. clearing ratio 1.1 1.7 

Max. output energy a) 11J 0.8 J 

(single shot) b) 8J 

Max. repetition rate 6 Hz 100 Hz 

Max. average output a) 30 W (at 5 Hz) 40 W (at 60 Hz) 

power b) 40 W (at 6 Hz) 

Laser pulse duration 100-270 ns (HCI and total pressure} 130 ns 

(FWHM) dependent) 

Maximum overall a) 1.1% 1.2 % 

efficiency b) 0.8 % 

















Table 1. Main characteristics of the high energy per pulse and high repetition rate laser prototypes. 


To this end, here we present some recent results of time and space resolved net gain 
measurements performed on our 10 active volume laser, operated with a phototriggered discharge. 
The set of measurements has been performed in a wide range of working points, in order to investigate 
the influence of the gas mixture components on the temporal and spatial stability of the discharge. 
A simplified 2-D numerical model has been developed and its theoretical predictions are compared 
with the experimental results. 


2. GAIN MEASUREMENTS AND NUMERICAL CODE 


In the experiment presented here, a 640 nF main capacitor bank is resonantly charged in~ | 1s 
and is directly connected to the discharge electrode. When the voltage approaches the breakdown 
value, the x-ray pulse is fired and, through the avalanche multiplication of the generated electrons, 
the main discharge is switched on. For further specifications refer to Refs.2,3,4. Fig.1 shows the 
spatial distribution of the x-ray dosage in the laser chamber in the direction perpendicular to both 
the electric field and the optical axis. 
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Fig.1. X-ray dosage distribution in the middle of the discharge region, in the direction perpendicular 
to both the electric field and the optical axis. 


Typical discharge voltage and current waveforms are shown in Fig.2a: secondary oscillations 
of current and voltage are the effect of the mismatch between the very low laser cell impedance (< 
0.1) and the pumping circuit one (Vy L/C ~ 0.3 ). Laser radiation is emitted (see Fig.2b) with a 
pulse duration of 130 to 210 ns and a maximum output energy of 8 J only during the first half period 
of the current. 
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Fig.2. a) Discharge voltage V and current I, b) discharge voltage and laser intensity waveforms for 
the photo-triggered operation. Hor. 500 ns/div; Ver. V : 10 kV/div, I : 22 kA/div. 


Fig.3 shows the experimental value of the laser pulse duration and output energy versus the 
HC! partial pressure using a plano-plano resonator. The behaviour of both the energy and the duration 
are well explained and consistent with the following net gain measurements. Unless otherwise 
specified, the used gas mixture composition was HCl/Xe/Ne = 0.66/4.4/1000, with a total absolute 
pressure of 3 atm. 


47 























2 220 ; 
5 200 F . 41.0 S 
— * 
= 180} —t 408 a> 
Lad 
"A ’ + a 
= 160- 30.6 <¥ 
< > ore 
ws 140+ 304 ax, 
< 13 Torr Xe ; o> 
= 120; etm Ne 402 «5 
@) 
S 100 L r tt 1 1 0 
Fog 0 O58 10 15 20 25 30 35 
. 


HC! PARTIAL PRESSURE (Torr) 


Fig.3. Laser pulse duration (a) and output energy (b) vs HC! partial pressure. 


Gain measurements spatially and temporally resolved have been performed using the 5 mm 
diameter, 14 ns pulse duration (FWHM) mode selected output of an EMG 50 XeC! Lambda Physik 
probe laser equipped with a positive branch unstable resonator. The measurements, integrated along 
the optical axis, are resolved in both direction along (x-axis) and perpendicular (y-axis) to the electric 
field. 


The experimental set-up is shown in Fig.4: three vacuum photodiodes, PD1, PD2, PD3, are 
used to monitor, respectively, the input laser probe pulse, the amplified one and the amplifier 
fluorescence. The gain, obtained from the ratio between the PD1 and PD2 signals, is then normalized 
according to the fluorescence intensity in order to remove effects of mixture deterioration during 
the measurements. The zero of the time scale is referred to the start of the discharge current. 


Fig.Sa shows the net gain time evolution on the optical axis for different halogen 
concentrations: as can be seen, the higher the HC! concentration, the shorter the gain risetime and 
also the gain duration, and this result explains the behaviour of the laser output energy and pulse 
duration of Fig.3. This effect is attributed to 2 f°. ~r growing of streamers in the electric discharge 
for high HCI pressures 6,7. In fact, the exper) al time evolution of the gain is shorter than that 
predicted by a simplified 2-D (x,y) kinetic c« pecially for high HCI concentration (see Fig.Sb). 
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t= 3 














Fig.4. Schematic diagram of the experimental set-up used for the spatially and temporally resolved 
net small signal gain measurements in the XeCl 101 laser. A = spatial filter, PD = photodiode, 
L = lens, PH = pinhole, F = filter, r = reflectivity at 308 nm, MIX = electrical signal mixer. 
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a) b) 

Fig.5. Net small signal gain temporal evolution on the optical axis for different HC! partial pressures 
(Pxe = 10 Torr, p = 3 atm), a) experimental data; b) numerical results from the simplified 
theoretical model, solid line: p yc, = 0.5 Torr; dashed line : p uc, = 1.5 Torr; dotted line : p uc: 
= 2.5 Torr. 


The code is based on "a priori” solution of the Boltzmann equation with a r:duced number of 
considered species and in a given range of E/N. The values of the rate constants for the electronic 
reactions are taken from the resulting look-up table and used to solve the set of equations relative 
to the chemical reactions summarized in Table 2. 
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The plane (x,y) perpendicular to the optical axis has been divided into 10x10 sections and the 
kinetic equations are solved separately in each section. The input difference among the sections 
consists only ona different value of preionization, according with the experimental distribution shown 
in Fig.1 along the y-axis and with a measured exponential decay with a characteristic length of 2.5 
times the electrodes gap along the x-axis. The integration of the circuital equations is coupled with 
this kinetic part through the electron number density and the discharge voltage and is the only link 


among the different sections. 

















1) | Xe+e>Xe"+2e 7) | Xe°+Cl° > XeCl’ 

2) | Xe+e>Xe'+e 8) | XeCl°+hv->XeCl+2hv 

3) | Xe'+e>Xe"+2e 9) | XeCl°+Ne-> XeCl+Ne 

4) | HCI(0)+e>H+Cl 10) | XeCI*+HCI(0) > XeCl + HCI(0) 
5) | HCI(0)+e>HCl(1)+e 11)| XeCl'+Xe 7 XeCl+ Xe 

6) | HCI(1)+e>H+Cl" 








Table 2. Theoretical model: considered chemical reactions. 


The negative values of the gain shown in Fig.Sa are a spurious effect of the measurement. In 
fact at a given time the laser probe beam divergence is increased by the streamers growing in the 
discharge, and, consequently, the spatial filter PH of Fig.4 cuts the deflected beam. Substituting this 
spatial filter with photosensitive paper, a measurement of the laser spot size, i.e. divergence increase, 
versus time has been done. It is significant that the divergence increases only in the direction y 
perpendicular to the electric field, i.e. perpendicular to the streamer direction, as shown in Fig.6. 
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Fig.6. Probe laser measured divergence along y direction vs. time. 
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Figs.7a,b show the net small signal gain spatial profile, respectively, parallel and perpendicular 
to the electric field direction for different time values; Fig.7a leads to the conclusion that the gain 
falls down sooner in the cathode sheath, where streamers start to grow; Fig.7b demonstrates that the 
high gain region (and the discharge current) rises first in the middle of the discharge (where the 
preionization is higher) but then propagates toward the edges, leaving a hole in the centre. This 
phenomenon is also predicted by the numerical code (see Fig.8) and can be attributed to a faster 


HC! consumption in the central region. 
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Fig.7. Measured net small signal gain spatial distribution a) along x-axis (y = 0), b) along y-axis (x = 0) 


at different time values. 
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Fig.8. Computed net small signal gain vs. y-axis and time (temporal scale has a shifted origin). 
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Finally, Figs.9a,b show the measured and computed time of maximum gain along the direction 














perpendicular to the electric field; the behaviour of these curves is a direct consequence of the results 
of Figs. 7b and 8, respectively. 
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Fig.9. Time of maximum net gain vs. y-axis: a) experimental (x =0), b) computed; pyycy = 2.5 Torr. 
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Modeling of a Long-Pulse High-Efficiency XeCl Laser With Double Discharge and 
Fast Magnetic Switch 
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[Text] ABSTRACT 





A complete model of long pulse X-ray preionised self-sustained discharge XeCl excimer laser has 
been established for the case of excitation by an advanced electrical circuit associating a double discharge 
(spiker/sustainer) and a fast low losses ferrite magnetic switch with pulsed reset. This model allows to 
simulate one of the potential working conditions of the IMFM high average power very high repetition 
rate LUX test-bed. The model, which considers Ne as buffer gas and HCl as halogen donor, includes rate 
equation for species with most recent available rate constant values, circuit equations with time dependant 
ferrite inductance and plasma impedance and rate equation for laser emission taking into account 
absorbtions. Modeling takes into account time delay beetwen spiker and sustainer, low value of sustainer 
field and dynamics of magnetic switch. The model has been validated with a long pulse X-ray preionised 
XeCl laser, with double discharge and magnetic switching, developped at IMFM, which as already allowed 
to obtain over 3 % efficiency and 140 mJ extracted energy in 150 ns (FWHM) from a 50 cm” active 
volume at 2.5 atm. pressure. Numerical results are in good agreement (within 30 %) with IMFM 
experimental results. A parametric study of the XeCl laser with double discharge and fast magnetic switch 
is presented as well as a comparison with both experiments and numerical results of excitation by a C-L-C 
classical circuit for the same geometric and gas conditions and the same imput energy. 


1. INTROD' JCTION 





Potential applications of high power pulsed ultraviolet lasers have recently stimulated considerable 
interest in scaling excimer lasers to higher output energy, pulse length, pulse repetition frequency, average 
laser power and efficiency. A program to extensively investigate key parameters which may limit scaling of 
the XeCl laser ( 4 = 308 nm) to very high average power (P; > 1 kW) and PRF (1-5 kHz) has been 


undertaken at IMFM!. This program includes study of possible odvensed excitation schemes, compatibles 
with high PRF, to increase whole system efficiency and laser pulse length and reduce acoustic load into 
active volume. It is noteworthy that an increase of laser pulse length provides a number of opportunities in 
terms of lower stress on electrical components, high energy transmission capability through optical fiber, 
and better control of laser beam divergence, polarization and linewidth“. 











A complete model of long pulse X-ray preionised self-sustained discharge XeCl laser has been 
established for the case of excitation by an advanced electrical circuit associating a double discharge 
(spiker/sustainer) and a fast, low losses ferrite magnetic switch with pulsed rese}. This excitation scheme 
has already shown high capabilities in terms of laser efficiency and pulse length "9 This model is, to Our 
knowledge, the first to take into account the specificities of such a circuit : very fast high voltage spiker for 
avalanche discharge, delay time beetwen spiker and sustainer, dynamics of magnetic switch saturated by 
spiker and low value of sustainer field. The model simulates a long pulse X-ray preionised XeCl laser with 
double discharge and magnetic switching developped at IMFM, which has already allowed to obtain over 3 
% efficiency and 140 mJ extracted optical energy in 150 ns (FWHM) from P 50 cm™ active volume and an 
Ne/Xe/HCl working mixture at relatively low pressure (P=2.5 atm.)’*”*”. The aim of this paper is to 
present briefly the IMFM model and to describe results of a parametric study of the XeCl laser with 
double discharge and magnetic switch made with the model, as well as comparisons with both experiments 
and results of a numerical modeling of excitation by a C-L-C classical circuit for the the same geometric 
and gas conditions and the same imput energy. 


2. MODEL STRUCTURE 





The model, which considers Ne as the buffer gas and HCl 45, the halogen donor is based on a 
model developped at IMFM for the case of classical C-L-C excitation"*’* ". This model has been modified 
to take into account both specificities of double discharge and fast magnetic swiching and most recent rate 
constants available. The model organization is shown schematically in Fig. 1. 
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The IMFM model includes kinetics fate equation, circuit equations, magnetic switch inductance 
equation, and equation for laser emission "~*~: 


(A) the yale equation for 23 species takes into account 72 reactions, with the most recent values of 
rate constants" "’'~, including Xe4Cl and HCl(v= 1 and 2) formation and XeCl (B-X) stimulated emission 
and absorbtion cross sections at laser wavelength. XeCl B and C states are considered as instantaneously 
mixed by collisions and lower laser level is always empty. The most important kinetic reactions used in the 


model are shown in Fig. 2 
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(B) the circuit equations include time dependant plasma impedance and magnetic switch 
inductance. Plasma impedance is Rg= D/(qsAsEsNe) where D and A are inter-electrode distance and 
electrode surface respectively and Ne is electron density. The discharge is considered to remain always 
homogeneous (no instability). Spiker circuit is a C-L-C circuit with transfer capacitors while, for sustainer, 
a pu!se forming network (PFL) is considered. Fig 3 shows a scheme of the double discharge circuit taken 
into account in the model. On Fig 3 are shown the values of the different electrical parameters takep gnto 
account in the model. Theses values correspond to the experimental study made in parallel at IMFM””’. 
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Fig. 3. Equivalent circuit of double discharge XeCl apparatus 
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The electrical circuit equations introduced in the model, with the various pararameters as indicated on 
fig.3, are detailled as following: 
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(C) the magnetic switch inductance equation includes saturation time behavior (saturation wave) 
of pulse reset several coaxial structures in parallel, each of them com rising many low losses high 
frequency Ni/Zn ferrite torus. B-H Hysteresis curve as shown on fig 4 is considered in the model*”. 
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Fig. 4. ferrite hysteresis curve taken into account in model 


From electromagnetic conservation flux, time dependant magnetic switch inductance L,(t) 


relationship introduced in model is: 


L. (=o Ni 0( pr Log R,/Re y(t) +r LOG Regy(t0/Ro)/2n 


Assumption is made of very soft magnetic material (H,,..,, <10A/cm). Geometric and magnetic 
characteristics of ferrites used in this study (H20 ferrite torus from THOMSON-LCC) are presented on 








Table 1. 
Heoer =0 8 A/cm Boot = 03 T Ro = 0,75 cm 
Heat = 1.6 A/cm Ny = turn R, = 1,25em 








Table 1 characteristics of Ni/Zn magnetic switch ferrite torus 
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(D) rate equation for laser emission (photon equation) includes absorbtion by various species 
created in active medium by the discharge . 


Coupling betwen these equations is made through step by step calculations of electron-heavy 
particules rate constant time variation following electric field time variation and effects of these variations 
on electric field value through variation of plasma resistance. Solution of Boltzman equation as given by 
recent litterature is used for rate constant calculation . The coupled non linear differential equations 
are solved numerically using Runge-kutta method modified by Gill. 


3. RESULTS OF THE MODEL AND COMPARISON WITH IMFM EXPERIMENTS 





A parametric study of XeCl laser behavior was made by use of the IMFM numerical code. This 
study allowed for effects of key reaction rate constants and optical cavity characteristics on electrical 
parameters and laser output. In order to validate the gn odel with experiments, conditions coresponding to 
experiments fullfilled in parallel in the laboratory™’” have been chosen. The electrical parameters are 
given in Fig. 3. Active medium is Ne/Xe/HCL (7950/75/ 10) at a.pressure of 2.3 atm. and the spiker 
charging voltage is 30 KV. Active volume is 25 (L)«2(H)«1(W) cm>. The optical cavity is considered to 
connect a fully reflective mirror and a 60 % reflective mirror at \ = 308 nm 


In Fig. 5 are shown calculated and experimental waveforms representing : (a) time variation of 
magnetic switch voltage, (b) current thr ugh the switch and (c) laser omy ge for a sustainer voltage of 7 
KV and a magnetic switch made of two coaxial structures in parallel’’”*. Voltage, current and laser 
oscillations are attributed to repeated spiker transfer capacitor charges and discharges, while shorter 
measured laser pulse duration compared to calculated one is attributed to discharge instability. Fig 6 
represents calculated and measured laser energy verus PFL voltage for the same conditions. Comparison 
beetwen numerical modeling and experimental results from IMFM experiments shows a very good 
quantitative agreement for electrical parameters behavior as well as for XeCl laser power and energy for 
various conditions. The model simulates very well the delay beetwen spiker and sustainer, (i.e. the 
dynamics of ferrite magnetic switch saturation by the spiker), as well as the delay to reach threshold for 
lasing and laser pulse length. Difference beetwen computed and mesured values of laser output energy is 
typically 30 % . 
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Fig. 5. Calculated and experimental time 
variation of: 
a) laser electrodes voltage 
b) current (1 switch path) 
c) laser output 
Ne/Xe/HCI (7950/75/10), P=2,3atm, 


. Calculated and measured XeCl laser energy v.s. sustainer voltage 
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As an exemple of active medium internal parameters behavior given by the model, Fig. 7 shows 
calculated electron density versus time for several sets of torus in serie inside each of the two coaxial 
magnetic switch structures. The sustainer PFL voltage is 7.2 kV and the conditions are otherwise the same 
as in Fig 5 and 6. One observes a first electron density peak of short duration (20-30 ns FWHM), created 
by the spiker dischagge. This first electron density pulse is followed by a second one of much longer 
duration (Ne= 4 10 “* cm™, 200-250 ns FWHM) created by the main discharge from PFL after magnetic 
switch saturation. It is noteworthy that electron density behavior is strongly dependent of ferrite torus 
number (i.e. time needed for magnetic switch saturation). For the case of long saturation ume (hi 
number of ferrites in serie), the first electron density pulse reachs its maximum value (Ne= 4 10 “* cm™), 
but the main electron density pulse peaks only at a low value due to plasma recombinaison during the 
relatively long time needed for switch saturation and low value of main discharge electric field. In this case 
plasma impedance remains relatively high and gain during main discharge excitation is reduced. At the 
opposite when magnetic switch saturation time is very short an important part of spiker energy flows into 
the PFL before or during breakdown and the electron density created by the spiker is lower. For this case 
the discharge initiated by the speaker may be poorly homogeneous and the IMFM model which assumes 
homogenous excitation is not valid anymore. There exists an optimum for the number of ferrites in order 
to extract the maximum of energy from active medium. 
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Fig. 7. calculated electron density v.s. time for several numbers N of ferrite torus in serie 
Ne/Xe/HCI (7950/75/10), P= 2,3 atm., VprL = 7,2 kV, N= 20, 24, 26 and 28 torus for each row 


In Fig. 8 is shown the calculated variation of laser energy with number of ferrites in each of the two 
magnetic switch rows for typical conditions. One observes that the optimum value , for the conditions of 
the figure 8, is 24-26 ferrite torus for each of the two parallel rows, value in good agreement with the 
results of fig 7 for electron density time behaviour. 
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Fig. 8. laser energy v.s. number of ferrite torus; Vppy = 7,2 kV 


excitation 


A Gprpparison of calculated laser power and gain for double discharge and C-L-C discharge 
»*© is shown in Fig 9 for the same geometric and gas conditions and the same imput energy 


(W,)=6,8 joules). One observes that for C-L-C excitation the initial gain is much higher and of much 
shorter duration than for double discharge. Laser pulse is very short (40 ns to be compared to 200 ns for 


for the double discharge case. 
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double discharge excitation) and does not reach stationnary conditions. It is important to note that 
electrical energy added to active medium is typically 50 % of stored energy for the C-L-C case and 85 % 


Fig. 9 : Calculated laser power and gain for : 


(a) double discharge 
(b) C-L-C discharge 
Ne/Xe/HCl (7950/75/10), P=2,3atm, W)=6.8 


J, Tmirror = 40%. 








4 CONCLUSION 


A complete model of long pulse high efficiency XeCl laser with double discharge and fast ferrite 
magnetic switch with pulsed reset has been established, which takes into account most recent rate 
constants available, magnetic switch saturation by the spiker and time variing plasma impedance. A 
parametric study of XeCl laser behavior was made by use of the IMFM numerical code. This study 
allowed for effects of key reaction rate constants, magnetic switch dynamics, and optical cavity 
characveristics, on electrical parameters and laser output. In order to validate the model with experiments, 
conditions corresponding to experiments fulfilled in parallel in the laboratory were chosen. 


Comparison beetwen numerical modeling and experimental results from IMFM experiments made 
at relatively low pressure and small gain length conditions shows a very good quantitative agreement for 
electrical parameters behavior as well as for XeCl laser power and energy for various conditions. It is 
noteworthy that the model, which does not take into account discharge instabilities, simulates very well the 
delay beetwen spiker and sustainer and its dependance with the number or ferrite torus as well as delay to 
reach threshold for lasing and laser pulse length for IMFM conditions. Difference beetwen computed and 
mesured values of laser output energy and pulse length is typically less than 30 %. This model shows 
importance of delay beetwen spiker and sustainer on laser energy, benefit of short delay and so interest of 
very fast switch associated with spiker and sustainer of opposite polarity. A comparison was made beetwen 
results of the double discharge excitation model and results of a C-L-C excitation model developped at 
IMFM. This comparaison allowed to characterize the main differences beetwen the two types of 
excitation. Good agreement betwen results of modeling and experiments shows that increased 
understanding of phenomena involved in this promising long pulse and high efficiency excimer laser with 
double discharge excitation and fast magnetic switch has been reached and that realistic self consistant 
model has been established. 


Future work on avalanche discharge discharge XeCl laser modeling at IMFM is planned in the 
frame of EUREKA EU 205 program (Eurolaser-excimer lasers), with the aim to optimize such a laser in 
terms of energy per pulse, pulse length and efficiency. For this aim, a detailled comparison beetwen 
double discharge with fast magnetic switch and classical C-L-C circuits for various conditions will be 
pursued. The general objective is to use the high laser efficiency allowed by the double discharge excitation 
scheme to increase average power and repetition rate of XeCl laser while maintening the advantage of 
long laser pulse length specific of this type of excitation. Such a study is planned on LUX test-bed* for 
conditions of very high average power (P) = 100-1000 W) and repetition rate ( > 1khz) 
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Theoretical and Experimental Investigations on Pressure Wave Reflections and 
Attenuation in High-Power Excimer Lasers 
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[Article by Achim Holzwarth, Jurgen Griebsch, and Peter Berger of the Univ. 
Stuttgart] 


[Text] ABSTRACT 


The following contribution consists of two parts. The first part represents theoretical investigations on 
the propagation and reflection of shock waves and the corresponding density perturbations which have 
been performed using a two-dimensional unsteady finite-difference method. The influence of electrode 
Or mirror mounting design on the reflection of shock waves and the resulting density distribution is 
shown. It was found, that in modifying the design the local distribution of pressure and density in the 
laser gas can be influenced, but that the decay rate of the perturbations is not affected. The effect of 
helium used as a major gas component instead of neon is also briefly discussed. 


The second part describes the experimental setup to generate and investigate shock waves. In a special 
piston driven shock channel of rectangular cross-section remarkably good shock waves have been 
produced with regard to both the rise time and the evenness of the shock front. Interferometric 
observations of density variations Ap/p as low as the order of 10% are possible. Some results of 
attenuating shock waves with a simple muffler design will be presented. 


1_ INTRODUCTION 


In pulsed gas flow lasers the sudden heat release during the laser pulse generates pressure waves and 
density perturbations which lead to a deterioration of both the discharge homogeneity and the beam 
quality. High pulse energy and a high repetition rate can only be achieved with a very homogenious 
discharge. Therefore the density fluctuations A p/p in the laser cavity should decrease to the order of 10° 
to 10° before the next lasing pulse can be generated’. 


To understand the formation and propagation of pressure waves, especially the reflection and diffraction 
at the walls of the laser head - including electrodes and mirrors -, several theoretical investigations with 
a two-dimensional, time dependent finite-difference scheme have been carried out over the last years °°“. 
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In this contribution the influence of different geometric designs of the laser electrodes, or mirrors, 
respectivly, on the attenuation of shock waves is investigated. This is done by reducing and simplifying 
the geometry of either component to a wall contour that is of common design. 


In order to accelerate the attenuation of shock waves it is necessary to use muffling elements. The design 
and structure of the mufflers themselves and the quality of the muffling materials have to be obtained 
experimentally. For this purpose a special piston driven shock tube of rectangular cross-section of 50 
x 500 mm’ has been designed and constructed. Using this test bed shock waves can be produced with 
good quality regarding both the rise time and the evenness of the shock front. It allows interferometric 
observations of density variations A p/p as low as the order of 10*. The absorbing material can be placed 
directly into the channel to be struck frontally by the shock wave or can be deposited in sidewall 
mufflers at the upper and lower sidewalls. It is also possible to attach further flow loop elements to the 
end of the channel, as e.g. elbows. 


2. THEORETICAL INVESTIGATIONS 
2.1 Geometrical Model 


The effect of the electrode design on the propagation and reflection of shock waves induced by the laser 
discharge has been investigated with models of different geometries. In Fig. 1 the model of the laser 
cavity with the two projecting electrodes is shown. The projecting walls can also be considered as 
mirrors. Only the hatched area is calculated in order to reduce computing time and memory. The 
restriction to consider only one quarter of the cavity is permissible if there is no base flow. As the 
propagation of the shocks is symmetric to the axes shown in Fig. 1, without a base flow it is only 
necessary to consider a quarter of the cavity. The base flow has been neglected to clarify the basic 
phenomena that occur at the reflection of shock waves at bent walls. 


sidewall configuration 
e. g. mirrors 








Fig. 1: Model of the laser cavity. oe | y | 
Only the hatched area | ————_ energy input 


is calculated. Sf. zone 








The physical properties of the laser gas as used in the present calculations are as follows: Gas 
composition: Ne/HCI/Xe = 99,4/0,1/0,5 %, gas pressure pp = 4000 hPa, temperature T, = 300 K, 
initial increase of pressure Ap = 200 hPa and temperature AT = 15 K, no base flow. The initial 
increase of pressure and temperature corresponds to a short laser pulse with a pulse length of typically 
50 ns and an energy input of about 30 J/I. 














2.2 Formation and Propagation of Shock Waves 
2.2.1 Shock waves propagating parallel to the duct wall 
| Fig. 2: A uniform energy input between the electrodes (hatched 


_ / , area) produces a Shock, that propagates from the edge of 
the input zone to the right. 














A uniform energy input between the electrodes produces shock 

waves, which begin to propagate at the edge of the input zone and 
travel up and downstream, i.e. to the right in Fig. 2. When the curvature of the wall is reached, the 
shock will have to undergo an expansion of the cross sectional area. This in turn gives rise to a 
rarefaction beginning at that point. 


In Fig. 3 the resulting pressure distribution in this geometry is shown at different time steps. After 40 
us the shock wave reaches the wall curvature. The rarefaction generated at this corner leads to a pressure 
reduction in the vicinity. In the third picture taken at 80 ys the rarefaction travelling from the opposite 
side of the energy input zone has penetrated the area of calculation. The shock wave propagating outside 
the laser cavity (i.e. to the left in these graphs) has lost some of its initial stength due to the increase 
of the cross sectional area. The step in the wall acts similar to a diffusor, where the shock intensity 
decreases according to the ratio of the cross sectional areas. Here the shock intensity reduces from 
Ap = 100 hPa between the electrodes to Ap ~ 60 hPa outside the cavity. 


Inside the shock, that has the spatial dimensions of the energy input zone (a length of 40 mm in this 
case), the pressure level is nonuniform due to the influence of the curve. The perturbations arising from 
the curvature are reflected between the walls of the laser channel and lead to overall slight discontinuities 
in the gas. 
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Fig. 3: Graphs of the pressure distribution in the configuration of Fig. 2 at different time steps. 


2.2.2 Shock waves propagating perpendicular to the duct wall 


The propagation of shocks perpendicular against the wall and the foilowing reflection is of particular 
interest when it is taken into account that the geometry shown in Fig. | cannot oly be considered as 
electrodes projecting into the laser cavity, but also e.g. as mirrors with their mountings. The 
impingement of the wall design on the reflection of the shock wave is investigated in this section. In Fig. 
4 the configuration is shown. A shock propagating mainly in the direction of the y-axis is produced by 
an energy input in the hatched area. This geometry is compared to the reflection of the same shock wave 
at a plain, straight wall (Figs. 5 and 6). 





., t Fig. 4: Simulation of a shock wave propagating mainly in the 
as direction of the y-axis towards a bended wall. This wall 
f can be considered e.g. as electrode or as mirror moun- 
6b ting. The shock wave is created by energy input in the 











. - hatched area. The curves in Figs. 6 ,8, and 9 refer to the 
points A, B, and C. 
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In Fig. 5 the calculated pressure distribution at selected time steps is shown for a straight channel with 
a shock that is repeatedly reflected at the wall. In Fig. 6 the time dependent pressure and density 
variation for this configuration has been plottet. The curves refer to the points A, B, and C as shown 
in Fig. 4. The shock waves start to propagate at the edges of the area, in which the pressure and 
temperature are increased due to the coupling in of energy, while the density remains unchanged for 
some microseconds. They travel in the positive y- and x-directions, while at the same time the 
corresponding rarefaction waves move in the opposite direction from these edges. At the right edge the 
waves travelling perpendicular to each other superpose to a circular pattern. The shock wave propagating 
in the y-direction reaches the wall after 40 ys and is reflected. During the reflection the kinetic energy 
of the gas is partially converted back into pressure energy. This pressure increase forms a new system 
of compression and rarefaction waves superposing each other. 
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—— Fig. S: Graphs of the pressure distribution in a straight channel 


at different time steps. The shock is created as described 
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Fig. 6: Time dependent pressure and density variations at the points A, B, and C in the case of 
reflection at a straight wall. 


Figs. 7 and 8 are similar to Figs. 5 and 6 with the exception, that now the geometry depicted in Fig. 4 
is under consideration. The rarefaction generated at the bent wall leads to a decrease of the shock 
intensity in the same way as has been discussed in section 2.2.1. The nonuniformity of the pressure 
distribution is more significant than in the case of the straight wall. In the graphs indicating the time step 
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at 319 ys, this can be clearly observed by comparison of the two geometries. In the straight channel the 
pressure distribution is smoother, whereas otherwise a number of local areas of higher pressure exist. 


These areas are separated by the rarefactions coming from the edge of the retracted wall and spread into 
the channel. 





The oscillations occuring in the points A,B, and C in Figs. 6 and 8, however, do not differ significantly 
in either case. The decay rate of the shock waves appears to be independent of the geometry of the wall. 
This fact has been confirmed by additional calculations omitted in this contribution, in which both the 
angle of inclination and the height of the wall projection have been varied. There was almost no 
influence detectable concerning the behaviour of the oscillations in the y-axis with regard to time. Only 
the pressure fields spreading into the channel differ slightly in shape and magnitude. 
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Fig. 8: Time dependent pressure and density variation of the configuration of Fig. 7. 


2.3 Comparison with helium as laser gas 
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Fig. 9: Time dependent pressure and density variations at the points A,B, and C (depicted in Fig. 4), 


All parameters are the same as in the case presented in Fig. 5, except that helium is used as 
laser gas. 








In Excimer lasers the gas component neon can be replaced by helium, keeping the other components HC! 
and xenon constant. The major consequence on the physical properties of the gas 1s an increase of the 
speed of sound from 447 m/s to 943 m/s. Thus shock waves propagate with a velocity over twice as fast 
as in the case of neon. This can be seen clearly in Fig. 9, where the frequency of the oscillations 1s 
increased considerably. 


The calculation has been carried out with the configuration of Fig. 5. The decrease in the amplitudes 
of pressure and density considered over the same time is hence higher due to the higher number of 
reflections at the walls, but the total decay rate of one round trip of a shock wave remains the same as 
in the case of neon. 


3. EXPERIMENTAL SETUP 
3.1 Design and operation of the test bed 


To detect density perturbations down to the order of 10* with an interferometer, an optical length of 
about | m is required for the laser beam . This demand leads to the construction of a shock channel with 
the rectangular cross section of 50 x 500 mm’, where the beam of a Twyman-Green-Interterometer runs 
twice through the measuring section. This unusual cross section does not allow the use of a high pressure 
load part, separated by a diaphragm trom the low pressure shock tube, as the diaphragm would burst 
irregularly across the width of the channel. The shock wave produced in that way would not have the 
eveness necessary for interferometric investigations. Thus a different concept to generate these shock 
waves had to be developped. 
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Fig. 10: View of the piston driven shock channel with attached instrumenis 


We decided to use a mechanical concept of two pistons. The first is attached on a sliding carnage driven 
pneumatically by two cable cylinders. The driving cables are arranged in a block and tackle to double 








the speed of the carriage. The second piston is placed at the entrance of the channel and is struck by the 
first and hence accelerated very rapidly. In this way a remarkably even shock wave with sufficiantly 
short rise time is generated, as will be discussed later. The second piston, which has to be extremely 
light and stiff, is held by the first by means of strong permanent magnets. Hence it can easily be 
repositioned after each shot. The length of the channel is 240 cm. In Fig. 10 a scheme of the 
experimental setup is shown in conjunction with the attached instruments. 


On the top side of the channel several holes have been drilled to accomodate piezo pressure transducers. 
The impact speed of the two pistons is measured with several light barriers. When the shock wave 
reaches the observation window at the right end of the channel, the interferometric information 1s 
recorded with a CCD-camera connected to 
a PC-based image processing system. The 
camera 1s able to accomplish an exposure 
tume as low as 20 ns. The built in light 
amplifier permits the use of a0.5 mW He- 
Ne laser. Various elements can be attached 
at the end of the channel, e.g. end plates 
with muffling materials, elements with 
sidewall mufflers or elbows and diffusors. 
To investigate the gas velocity in those 
elements a hot wire anemometer is availa- 
ble. 


Fig. 11: Photograph of the shock chan- 
nel and its driver section. In 
the foreground the interferome- 
ter Setup is visible. 


The Figs. 11 and 12 show photographs of 
the experimental setup. In Fig. 11 the 
enure shock channel is shown. In the 
foreground the interferometer with the 
CCD-camera is visible mounted on a 
vibration damped table. The left part of 
the test bed is the driver section with the 
piston. The right section ts the rectangular 
shock channel. 





~ ~~ Fig. 12: Photograph of the first piston 
mounted on the sliding carnia- 
ge, holding the second piston. 











In Fig. 12 the piston mounted on the sliding carriage is shown in front of the rectangular orifice of the 
shock channel. The second piston is held by first one. On either side of the carriage the driving cables 
are fixed and on the ground the light barriers for velocity measurements are visible. To avoid the risc 
of damage in the case of a possible failure of the driving cables, the entire driver section is capsulated 
in a Cage. 


The test bed is designed for a piston speed of 10 m/s, thus producing shock waves with a pressure ratio 
of 1.04. After the apparatus had been put into operation, it turned out, that piston velocities up to 
15 m/s, corresponding to a pressure ratio of 1.06, can be achieved. 


3.2 Experimental results 
3.2.1 Formation and shape of the produced shock waves 


The accelerated piston entering the shock channel produces a shock with a pressure ratio depending on 
the piston velocity. The shock front develops according to the acceleration characteristic of the second 
piston. The shock front will be steeper the higher the acceleration is. Best results have been obtained 
with a honeycomb and sheet metal construction fitting exactly into the orifice of the channel. The 
accomplished rise time of the shock front is about 20 us. This rise time leads to a spatial dimension of 
the front of about 7 mm at a shock velocity of about 340 m/s. The interferometric photograph of the 
shock is shown in Fig. 13. The shock front is not as steep as shocks produced in long tubes of circular 
cross section. On the contrary, the dimensions of the shock front is of great advantage to an 
interferometric interpretation, because the fringe shift across the shock is well detectable. Further, the 
shock waves produced in excimer lasers have a rise time similar to that of our shock waves, because the 
energy deposition volume between the electrodes is not sharply limited. The visibility of fringes in the 
shock front is a prerequisite for a quantitative analyses of the efficiency of damping elements with regard 
to the remaining density perturbations. These investigations will be undertaken in the near future. The 
result of a first experiment with a very simple damping element is presented in the next section. 
However, in that period of time only pressure measurements were taken. 
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Fig. 13: Interferogram of a shock 
generated in the piston 
driven shock channel. 
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3.2.2 Transient pressure variations 


In Fig. 14 the pressure in the shock channel is plotted over a time period of 80 ms. The pressure 
transducer is located 155 cm from the end of the channel. The shock generated at a piston velocity of 
7.5 m/s compresses the air by 30 hPa. On its way back after the first reflection at the end of the channel 
the same compression occurs again. The shock then is reflected at the piston still moving and undergoes 
the same course again. The compression continues until the piston is decelerated by the shock absorbers. 
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This deceleration gives rise to a rarefaction, that can be seen after about 17 ms. It appears as 2 
decreasing pressure contcur instead of a constant pressure level. The overall compression in the channel 
due to the volume reduced by the penetrating piston amounts to 90 hPa. This compression slowly 
reduces after some time as the air escapes through the gap between the piston and the channel walls. 
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Fig. 14: Transient pressure variation in the shock channel after the shock wave has been released. 
Multiple transitions due to reflections of the shock at the end-plate and at the piston are 
visible. 


In order to estimate the effect, that simple damping elements have on the shock waves, the elements 
shown in Figs. 15 to 17 have been integrated into the channel. They consist of simple wool as used in 
loudspeakers, and perforated sheets. Although this material is not usable in real excimer lasers for to 
contamination reasons, it has the advantage of easy availability and handling as a first experimental 
approach. In excimer lasers nickel wool for instance could be used instead. 


Fig. 15: Simple damping element made 
of perforated sheet bent to Fig. 16: Damping Element made of two bent 
an angle of 15°, and wool. perforatel sheets filled with wool. 


Fig. 17: Combination of the damping elements in Figs. 15 and 16. 








The results achieved using these elements are shown in Fig. 18a-c. The following effects can be seen 
at each of the curves, compared to Fig. 14: The rise time of the shock front after the first reflection (at 
9 ms) is increased. The following shock transitions rapidly become indistinct. The shock flattens and the 
pressure ratio decreases after each reflection. 
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Fig. 18: Transient pressure variation in the shock channel with several damping elements present: 
a) Simple damping element with wool (see Fig. 15). 
b) Element made of two bent perforated sheets filled with wool (see Fig. 16). 
c) Combination of the two elements (see Fig. 17) 


The damping element consisting of a single perforated sheet (Fig. 15 and curve of Fig. 18a) reflects the 
shock stronger than the element shown in Fig. 16 (curve of Fig. 18b). In the latter case, the shock front 
already flattens out after the first reflection. In the case of the simple damper, low-frequency pressure 
oscillations with Ap=24 hPa remain in the channel. These oscillations amount to Ap= 19 hPa for the 
damper with two sheets (Fig. 15) and to Ap=38 hPa in the case where no damper is included into the 
channel. Some improvement can be accomplished when filling the rear volume with wool (Fig. 16 and 
curve of Fig. 18c). The pressure oscillations then reduce to Ap= 14 hPa. 


The transient pressure variations measured within the shock channel in the presence of damping materials 
clearly indicate the suitability of the construction for further investigations in the field of pressure wave 
attenuation. 


4. CONCLUSIONS 


The theoretical investigations on the propagation of shock waves have shown, that the distribution of 
pressure and density perturbations can be influenced by the geometric design of the walls of the laser 
head. The decay rate of waves oscillating between the electrodes or mirrors, respectivly, seems to be 
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independent of the investigated parameters like angle and height of a step in the wall contour. But it is 
directly affected by the velocity of sound of the used laser gas, as the comparison of helium with neon 
demonstrates. 


Experimental investigations using interferometric photography and pressure measurements have proved, 
that in this test bed shock waves can be suitably produced in order to deduce information about the 
damping properties of materials and constructive elements compatible with excimer lasers. 
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Super Small Excimer Laser 
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(Text | 


The construction and some character1istics of XxecC ] excimer 


lasers with active volumes ot 0.4 cm® and 1 cm®, and output 
energies of 50 ,,J and 1.6 mJ, correspondingly, are described In 
both cases prelonization by discharge on the ceramic surfaces of 


peaking capacitors 1S used in excitation schemes. In case of the 
second laser "electric wind” ls used in @asS circulation which 
allows to worK with pulse rate up to 100 Hz. 


1. LASER of 0.4 cm’. 


In general the excitation scheme ls executed according to 
Classical canons. Incomplete surface slide discharge on the ceramic 


surface (Fig. 1) of the peaking capacitor is used for 


preionization. Thus, prelonlzation 18 carried out automatically 








The permittivity of ceramics 





is about 900. The electrodes 


the Main Discharge 


of the laser as well as H.V. pulse 











plates of the peaking 

Capacitor are made of nickel 

tin. The measures of the 

active zone are 0. 40.25 cm?! 

0.4 cm - the gap between Preionization Discharge Kenai’ 
electrodes. The thickness of 

the ceramic plate - 0.7 cm, Fig.l. Excitation principle 





the capacity of the peaking 
Capacitor x 1 nF. 

10-stage Marx-bank generator is used for impulse charging of 
the peaking capacitor. The capacity and voltage of one stage are 20 


nF and 600 V, correspondingly (Fig. 2). With open end such a 


generator gives an pulse with the amplitude of 6 KV and rise time 
of 25 ns. In case of a load of 1 nF the generator is protected 
against overload using a e-stage saturable inductor. The first 
Stage prolongs the duration of the current impulse through the 
thyristors and respectively reduces the current amplitude. The 
second stage forms again an impulse of short rise time - 30-35 ns 
and the amplitude of 6 KV by the load of 1 nF. The pulse repetition 


rate of the generator - i KHz is limited by the charging impedanr«~ 


i C1 

i" | 
: ’ 
) T 


be 
Fig.2. Laser-driver modulator 
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The peaKing capacitor 1s placed into a cylinder vessel of 
ceramics. The output mirror has the reflection coefficient about 
607, the rear one - 90%. By the ca 3 bar pressure of the buffer gas 
He and the composition of the mixture 0.3% HCl, 1% Xe the output 
energy value 1s about 50 ,,J. Due to the absence of gas circulation 
the laser works at the pulse rate of up to 10 Hz. The length of the 
pulse forming line 1s 3 cm, which at permittivity of 900 gives’ the 
current impulse of about 6 ns. In spite of this the duration of the 
output impulse comprises 20 ns. 

These results did not satisfy us, therefore a laser of biges 
active volume was constructed according to analogous principles. 


e. LASER of i com> 


The excitation scheme 1S, in principle, analogous to the one 
described above, only the electrodes and the ceramics are pacKed lin 
the form of “Sandwich". In such a way minimum impedance of the 
pulse forming line (PFL) 1s achieved and the lnductivity of the 
discharge contour 1s also reduced to minimum. The gap between 


electrodes in this case comprises 0.35 cm, the lengtn of the active 


zone - 15 cm, the width of discharge determined by burn pattern - 
O.2 cm. The volume 1s, consequently, 0. 35*0.2815 = 1 cm? The 
peaking capacitor formed by ceramics has the capacity of about 10 
nF. 

The Marx-bank generator uSing the present thyristors with 
maximum current of 200 A doesn’t allow sufficiently good rise time, 
therefore, the traditional scheme with storage capacitor and 
thyratron 1S used to form the voltage impulse (Fig. 3).As in our 


last year’s work, the thyratron 1S working in the pseudospark 
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without the 
cathode, 


Switch regime, 
incandescence 
With negative shift voltage 
negative 
triggering impulse. 
thyratron 
reliably triggered by 
Standard amplitude 
(500 V). To reduce the jit- 
ter we make use of 
pulse with an amplitude 
which cuts the 
of switching-on down to 100 
while the jitter 
less than i 


Gas 1S pumped 





© et 





Fig.4. Electric wind 
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Fig.3. Laser excitation scheme 





the gap between the electrodes by the 
"electric wind" referred to already in 
the previous century (Fig. 4). AS far as 
we Know, the electric wind was first used 
ln a gas (excimer) laser by A. Pastor from 
the Leningrad University (private commu- 
| nication). The parameters of his laser - 


100 mJ, 50 Hz. 


In our case the pumping of gas 18S secured by a jagged nickel 


to which voltage 1s 


experiments with air 


conducted from the high-voltage (malin) 


limiting resistor of 0.5 Mq. The 


indicated that such a system can provide gas 


flow rate of up to 
aerodynamic contour model 
(distance 

Measurements were 
Without gas pumping the 
At that the impulse 


m/s with very small yleld of power. In tne 
of our laser the "wind" speed in the 
between electrodes) exceeds 1 m/s 
Out with the thermoresistant sensor. 
laser works at the pulse rate of up to e& 


energy does not decrease 
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The system of coronating electrodes does not only pump = gas, 


but also serves as an electric filter entrapping dust 


unavoldable in case of excimer lasers. 


pollution 


The whole device - “sandwich" of ceramics, electrodes and the 


"electric wind" scheme are placed ina cylinder vessel of 


(Fig. 5) with diameter about 100 mm. 
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Cathode 


Fig.S. Laser chamber 


cross-section 











aluminum 


The inner surfaces of the ‘aser are passivated with fluor. Due 




















to this, as well as the absence of plastics inside the vessel, the 
worKing resource of the mixture 1S considerable - about 1.000. 000 
snots (Fig. 6) - by the total volume of the mixture of about 1 l. 
The curve in Fig. 6 was obtained EE ~ 
in case of the pulse rate of 50 al aa a 
Hz. The gas mixture contained 15 eb 
mbar HC1/15 mbar Xe/6 bar He. The aa 

© 
laser 1S not very sensitive about 60 {oj j jf j | 4 

200 400 600 800 

the composition of the mixture. AS Shots /1000 | 
can be seen, the rat1o HC1/Xe = 1; | | 

Fig.6. Output vs shots number | 


this 1S not caused by the absorb- U———_.___ 


tion of HCl on the surfaces, as indicated by the resource curve. Ob- 


viously, by so intensive preionization stable discharge without con- 


tractlon 18s secured in “natural” mixture - for successful 


8] 


work one 











atom of Cl requires only one atom of Xe. 

In case of so rich a mixture and relative high power pumped in 
volume unit (current impulse about 6 ns) the gain coefficient of 
the medium is sufficiently big to use a simple quartz plate (laser 
wi..dow) as output mirror by the length of the active zone of only 
i5 cm. The value of the gain can be judged by the fact that in case 
of an output mirror with R=30Z% the output power 1s almost the same 


as in case of a quartz plate. When the rear mirror is removed, the 














energy drops only by a third (three times in one direction). The 
pulse duration at half-height is 2.5 ns. = - 

The relatively low efficiency of - | | 
0.3% can be explained by the conside- | 3 | 
rable loss of energy at the initial : 43 
Stage of generation in case of short Et 3 
excitation (about 8 ns) (Fig. 7). E Stihl M . 

The "strange" behaviour of the | 0 2 4 6 § 19 
resource curve - growth of energy af- | —— ae ee 
ter some time of laser functioning, aida my pea 











can to some extent be explained by the 


curve presented in Fig. 8 displaying the dependence of output energy 














| ] (50 Hz) on the temperature of the mixture. 

= 70 1 Evidently, the cleaning rate of the lower 
” co™ level becomes the critical parameter in 
o | 
= 60 | case of such relatively high pumping 
° | 4 | | 

20° 30° 40° 50° powers and gain coefficients. This is as- 

Temperature (‘C) sisted by the increase of temperature. 

Fig.8. Output vs 
tempe'ature 














Now, as a conclusion, table with laser characteristics 18 
present: 

Excimer Laser PL-100 

Pulse Energy 1.5 mJ 

Pulse Rep. Rate 100 Hz 

Pulse Duration e.5 ns 

Dimensions 25*#15#40 com> 

Weght T Ké 
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Experimental Studies of an XeCl Laser with UV Preionization Perpendicular and 
Parallel to the Electrode Surfaces 
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[Article by V. Nassisi of the University of Lecce} 


[Text ] ABSTRACT 





This paper reports the behaviour of an XeCl laser having’ two 
independent preionizators which generate UV radiation into the dis- 
charge region in the perpendicular and parallel direction to. the 
electrode surfaces. Output energy and other parameters have been 
measured using single preionizator and both preionizators, changing 
the power supply polarity and varying the delay time between the pre- 
ionization and the main discharge. When the preionization system gen- 
erated photons’ only in the direction perpendicular to the electrode 
surfaces and a negative power supply was used, a high discharge cur- 
rent and a high output laser energy were obtained. Besides, diffusion 
coefficient of the photo-preionized electrons played an important 
role in the laser behaviour, particularly, when a consistent delay 
time between the onset time of the preionization and the main dis- 
Charge was present. 


1. INTRODUCTION 





The use of excimer laser systems, which provide UV coherent light 
of high intensity, is increasing in many fields such as. photoliti- 
graphy[1l], material processing[2] and non-linear optics[3]. Recently, 
many efforts have been done to get efficient excimer lasers. Excimer 
lasers used for industrial and scientific applications are generally 
led by self-sustained electrical discharging circuits. It is well 
known that the output characteristics of these lasers are very sensi- 
tive on the density of electrons formed by preionization(4], and on 
the delay time between the preionization source and the main break- 
down of the laser gas[5-8]. Besides, efficient and uniform preioniza- 
tion is crucial for a fast and uniform discharge[9]}. 

In high pressure self-sustained lasers, discharge breakdowns are 
caused by the non-linear development of the space-charge fields asso- 
ciated with the individual primary electron avalanches within the 
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discharge volume. This phenomenon can cause high space-charge fields 
which cause the discharge current to become filamentary[9]. 

Authors have determined the threshold value of the preionization 
electrons density and they have also demonstrated that the threshold 
conditions are independent of whether the preionization electrons are 
provided by UV photons[10] or by X rays [4]. 

Many UV preionized excimer lasers have got a perforated electrode 
which allows to its preionizator to preionize small volumes of the 
discharge gap. X ray preionized excimer lasers have got solid elec- 
trodes. Sometimes, one of them can get a grill which supports a solid 
electrode[4] and as consequence only small regions of the discharge 
gap, like in the perpendicular UV preionization system, could be pre- 
ionized. 

Then, to get high intensity laser beams from self-sustained dis- 
Charge laser systems, many primary electron avalanches must be formed 
in order that they can overlap. For this end, authors have used UV 
radiation from a creeping discharge over a dielectric surface [ll]. 

The output characteristics of excimer lasers are also very sensi- 
tive on the rapidity with which the stored energy is deposited into 
the laser gas[5] due to the electron loss process. In fact, for HCl 
based lasers the dissociative attachment rate is 107!! cm3 S[ll]}. 

Supposing an initial preionization electron density Nn go , the time 
dependence of the electron density is governed by the following equa- 
tion: 


where B is the dissociative attachment rate of HCl, ny is the halogen 
gas concentration and ne is the electron density. Solving (1) for ne 
one obtains: 


Ne =Neg exp(-B ny t) (2) 


For a halogen donor concentration of 1017 cm-3 the decay time of 
the expression (2) is about 10-© sec. 

Papers which have described tne behaviour difference of UV and X 
ray preionized excimer lasers have often neglected the diffusion pro- 
cesses. The diffusion process of the photo-preionized electron plays 

| an important role in the output laser energy, particularly when  per- 
forated grounded electrodes are used, and a consistent delay time 
between the preionization and the main discharge is present. 

In this paper a XeCl laser having two UV independent preioniza- 
tions which provide UV radiation in the perpendicular (Py) and paral- 
lel (P;) direction to electrode surfaces was designed and tested. 





Output energy and other parameters have been measured energizing only 
the preionizator Py, only the P; and both Py and P,;. Measurements 
have also been done changing the power supply polarity and varying 
the delay time between the preionization and the main discharge. 

A higher output energy has been obtained when only the preioniza- 
tor Py has been energized, at a negative charging voltage, and with a 
delay time between the preionization and the main discharge of about 
300 nsec. Under these last conditions, also a higher discharging cur- 
rent pulse has been obtained. 


2. EXPERIMENTAL SET UP 





The excimer laser used in this work was’ fabricated locally in 
Order to study the effects of the preionization photons direction. 
This laser is formed by a PVC chamber 750 mm long and 250 mm in 
diameter, which contains the electrode structure and the discharging 
capacitor (C),Fig. 1. The discharge is of the capacitor charge trans- 














Fig. l. Schematic representation of the UV preionized excimer laser. 
E: electrodes; Py: perpendicular preionizator; Py,: parallel preioni- 
zator; R: linear Rogowski coil: P: CuSOqg voltage divisor; C: dis- 


Charge capacitor. 


fer type, with nominal primary and secondary capacitances of 75 and 


25 nF, respectively. The secondary capacitance is’ formed by 10 
aligned capacitors of 2.5 nF each placed laterally to a side of the 
electrodes. A low inductance spark-gap (Sl) switches on the circuit 


(Fig. 2). The electrode structure consist of a solid brass bar anda 





brass net, each 40 mm wide and 500 mm long with a separation of 25 
mm. The edges of the electrodes were shaped to avoid strong edge 
effects. The brass net ( 25 mesh, 0.15 mm thick ) presents an opti- 
cal transmission of about 70 % and is fixed to the electrode holder 
forming a angle of about 40° ( see Fig. 1 ) between the laser optical 
axils and a side of the mesh. This configuration allows to the pre- 


lonizator Py to preionize small gas volumes along all the laser 
Optical axis. The preionizator is rormed by two spark-array rods. 
The first, Py, is placed at 80 mm from the discharge region centre 


behind the perforated electrode, while the second, P;, is placed at 
80 mm from the discharge region centre laterally to the electrodes. 
Each spark 
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Fig. 2. Schematic diagram of the electric circuit. C: discharge 
capacitor; Cp: preionization capacitors; Ro: Rogowski coil; Sl and 
S2: spark gaps. 


array rod consists of 35 tungsten pins 13 mm long and with a _ separa- 
tion of 1.5 mm. The rods are driven by two 1.7 nF capacitors (Cp), 
charged at the same voltage of the primary capacitance. They are 
Switched on by an other low inductance spark gap (S2). A delay line 
is used in order to introduce a delay time between the two spark gaps 
and, aS consequence, between the  preionization and the main dis- 
charge. Then, an external trigger signal switches on S2, allowing to 
get photo-preionized electrons before the main discharge. 

The delay line consists of a series of LC cells which present a 
delay time of about 100 nsec each. 

The optical cavity is formed by a flat aluminized mirror ( R = 87 
%*) and a flat silica disc as partial reflector ( R= 6.5 % ), while 
two quartz windows sealed the gas cell along the optical axis. 
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The output laser energy has been measured by a Gen Tec ED 500 
pyroelectric detector, while the pulse shape and duration have been 
recorded with a photodiode ITT F4115 and a fast oscilloscope. A CuSQ4 
resistive divider (P) has been used in order to measure the voltage 
between the electrodes, while a linear Rogowski coil (R) placed near 
the grounded electrode, measured the discharge current[13]. 

During the experiments the discharge chamber was filled with a 
O.1% HCl, 1.7% Xe and 98.2% Ne or He mixture with a total pressure up 
to 600 kPa. In all the experiments the output beam cross-section was 
2.5 x 1.2 cm2 large. The used power supply provided an output vol- 
tage up to 45 kV with positive and negative polarity. 


3. RESULTS and DISCUSSIONS 





An 0.1% HCl, 1.7% Xe, and 98.2% Ne mixture at a total pressure of 
400 kPa was used first. 
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Fig. 3. Output energy as a 


100} function of the charging 
p voltage Va. a) results with 
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tor Py+P,; c) results with 
the preionizator P_,. 
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Figs. 3a, b and c show the output energy as a function of the 
charging voltage intensity, of its polarity, and with different pre- 
ionizators Py, Py + Py and P,, respectively. A higher output energy 
was obtained when the preionizator Py was energized. The output 
energy was lower when only the preionizator P; was energized, while 
with both preionizators it became lower than with only the preioniza- 
tor Py, nevertheless the use of both preionizators increased the 
photo-preionized electrons. Besides, in Fig. 3a, the output energy is 
linearly dependent on the power supply voltage, while the linearity 
is less evident in Fig. 3b, and it is much less evident in Fig. 3c. 
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In all three cases a lower output energy, otf about 10%, was achieved 
when the positive polarity of the charging voltage was applied. 

[In order to understand these behaviours’ the lase! discharging 
current was recorded in the same experimental conditions of the 
Fig.3. The peak current intensity behaviour, aS_ a function. of the 
charging voltage ( Fig 4 ), was enough similar to that of the laser 
Output energy. [This last behaviour can be explained if one thinks 
that the discharge current manages the pump energy, while the higher 
Output energy obtained with the preionizator Py could be due to the 

se | 


use »f the pertorated electrode. The variation of the output energy 
Obtained changing the power supply polarity Can be only due to the 
ditferent form ot the electrodes which allow to get variation of the 
discharging current as the power supply polarity changes. From exper- 
imental set up, lt can be seen that the preironizator P; preionizes 
uniformly the gas laser, because it 1S fixed laterally to the dis- 
charge region, but it decreases the laser efficiency with regard to 
the preionizator Py. This behaviour can be ascribed to the formation 
Of high Space-Charge tields when the preionizator P; was used which 
Can cause the discharge current to be tilamentary. In fact, when the 
prei1onizators Py and P, worked together a higher preionization 


electron density was certainly provided but the discharge current and 
the output energy did not increase 


Then, the use oO! perforated electrodes increases the output 
energy with regard to use of tlat electrodes [4], even if in these 
Lasel Systems nmiy small gaS regions are preionized. Indeed, Fig. 95 
shows the output energy as a funct:on of the delay time at 45 kV of 
nharging voltage. FOr these measurements, the laser chamber was 
filled up to 600 kPa of total pressure. In Fig. Sa Only the preioni 
zator P; was energized while in Fig. Sb only the preionizator Py was 
energized. The highest output energy was obtained when only the pre- 
Lonizator Py was energized and a delay time between the preionization 
ind the main discharge of about 300 nsec was applied. At lowe! total 
pressure values the highest output energy was obtained at lower delay 
time values ee Fig. Sb ). When the preionizator Py waS energized 
the output energy was lowe! and it decreased as the delay time 
increased. [The reason of the energy and discharging urrent increas 
ing an be explained by the diffusion velocity of the photo 
preionized electrons. Then, uf me neglects the dissociative electron 
attachment process with regard to the rise time of the voltage of 
this experiment which 1s about 140 nse these last experimental res 
ult: an be due to the photo-preionized electron diffusion owing to 
the electron gradient ftormed by the perforated electrode. In this 
experiment the Drass net, which torms the pertorated electrode, 1S 
made up by awire of QO.0] min diameter! The expression of the dif 
fu } lrrent density l 
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1 xX 
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where D is’ the diffusion coefficient, q is the electron charge and 
Gngeo/dx is the electron density gradient. The initial diffusion 
Current density 1S: 


7 = “7 Yr ) 
/ - q YD “4680 (4) 


where vn is the electron diffusion velocity. 
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1 10 At(us s) Fig. 5. Output energy as a 
function of the delay time 
a between the preionizator and 
the main discharge at 300, 
E 400, 500 and 600 kPa of 
(mJ) total pressure. a) results 
200+ with the preionizator P; and 
Va = -45kV; b) results with 
the preionizator Py and Va = 
-45kV. 
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Putting the Eq. 3) equal to Eq. (4) it is possible to know the 


. ; ) — . — 7 . 
electron velocity within the laser discharge gap. 
For Ne as buffer qaas the diffusion coefficient 1S D ; x 





cm~+s~+, where N is the molecular density[{14]}. In the present 
experiment the thickness of the electron empty regions is less than 
0.015 cm. Therefore, utilizing the Eqs. (4) and (5) the electrons 
reach the centre of the empty regions ( 0.0075 cm ) after a time 
listed in Table l. 


Table 1: Time spent by electrons to reach the centre of the empt 
region. 


260 nsec at 600 kPa of total pressure, 


210 " 900 " 
170 +" 400 ' 
130. —" 300 


These values confirm the experimental results reported in Fig. 
Sb. When the preionizator P; was energized, the discharge gap was 
uniformly preionized and the electron diffusion velocity was practi- 
cally negligible. 
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a ey Fig. 6. Discharging current peak 


with Va = -45kV and 600 kPa of 


total pressure. In the upper trace 
Pr waS energized Py, while in the 


bottom trace was energized P,. 
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Fig. 6 shows the discharge current peak as a function of ‘he 


delay time between preionization and the main discharge at 600 kPa of 
total pressure and at -45 kV of charging voltage. The upper trace 
Shows the results with the preionizator Py energized, while the 
bottom trace shows the results with the preionizator P; energized. By 
comparing the experimental results reported in the Figs. 5 and 6 at 
the same experimental conditions, it can be noted that when the dis- 
charging current increases, versus the delay time, also the output 
laser energy increases. While, when the preionizator P; was energized 
the current peak did not increase, like the output energy. 

For He based mixture, the total used pressure was 400 kPa owing 
to the instabilities present into the discharge region. Fig. 7 shows 
the output energy as a function of the delay time between the pre- 
ionization and the main discharge at -45 kV (a) and 45 kV (b) and 
with preionizator Py or P; energized. Comparing these results with 








those obtained from Ne based mixture, at the same experimental condi- 
tions, one observes that the output energy value was smaller. This 
result can be due to the formation of instabilities in He based 
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E(mJ) Va-445kV a) results with Va = -45 kV. b) 
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mixture. When the preionization Py was used the output energy was 50% 
higher than the preionization Py; and no-increasing of the output 
energy wes observed as the delay time increased. This behaviour’ can 
be due to lower photo-preionized electron diffusion coefficient for 
He as butfer gas at the total pressure of 400 kPa. In fact, from Ref. 
[14] the diffusion coefficient is D = 7.4 x 1021/N cm-!sec-!. This 
value is one order of magnitude smaller than for Ne, therefore it 
would be necessary a delay time higher than 2 x 10-§ sec in order to 
observe an increasing of the energy. However, being this delay time 
comparable to the preionization electrons l1/e decay time in this 
laser mixture, the output energy increasing can not be too much evi- 
dent in Fig. 7h. 

As a couclusion, the experimental studies of a XeCl laser with 
preionizatiou perpendicular and parallel to the electrode surfaces 
have been presented. The electrode structures, the power supply 
polarity and the diffusion current are important to get efficient 
excimer lasers. 
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[Text ] APSTRACT 


In this work excimer laser excitation with resonant microwave structures was obtained both 
for XeCl* and KrF*. The discharge tube containing the laser gas is placed inside one or several 
coupled microwave resonators. Depending on the microwave structure laser pulse energies up 
to the mJ-range were achieved with XeCl". 


1. INTRODUCTION 


Discharge-pumped rare-gas halide excimer lasers became a powerful tool in a wide range of 
applications during the last years. Yet there remain several unsolved problems with discharge- 
pumped excimer lasers. Impurities introduced, e. g. from electrodes, limit the lifetime of laser gas 
and electrodes. Electrodes in contact with the gas are unnecessary with microwave excitation, 
neither electrode instabilities nor their surface degradation influence the laser plasma. Rare gas 
halide excimer lasers excited by high power radio frequency and microwave have been reported 
by Young, Wisoff et al.!?°, Christensen et al.*°, Slinko et al.©’ and Klingenberg et al.®. The 
main advantages of microwave excitation have been shown, very efficient deposition of microwave 
energy in the discharge region, pulse repetition rates in the kilohertz range and efficiencies up to 
the 5 % region. 


In these publications laser excitation was reported for structures with microwaves propagating 
parallel to the discharge tube. In this work, we present excimer laser excitation with resonant 
microwave cavities. With these coupling structures laser pulse energies of 2 mJ for XeCl* and 
300 uJ for KrF* have been obtained. This latter result has not been optimized yet, hence laser 
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pulse energies in the mJ-range may be expected for KrF* as well. These comparably high pulse 
energies result from use of carefully dimensioned discharge and microwave coupling geometries. 


2. EXPERIMENTAL SETUP 


An EEV M5167 Magnetron provides 2.5 MW, 3.5 us long pulses at 3 GHz. The pulses have a rise 
time of about 80 ns and travel through WR-284 waveguide pressurized with SF¢ to the coupling 
structure, which is scetched in Fig. 1. Although the magnetron is capable of kHz operation, the 
electrical power supply limits operation to 50 Hz. 


Figure 1: 

Microwave coupling structure consisting of 
two Hjo) resonant cavities coupled to the 
primary waveguide by two circular holes. 
The position of the discharge tube is indi- 
cated by a circular rod. 














The microwave coupling structure consists of two Hjo; fundamental mode microwave resonators 
soldered to the primary WR-284 waveguide. The resonance frequency of the microwave resonators 
may be altered by va-iable short circuits to compensate the frequency shifts due to different SF, 
pressures. Microwave coupling is provided by two circular holes of 10 mm in diameter and by 
the holes sustaining the discharge tube (fused silica). The concentric 3 mm i. d. discharge tube 
holding the laser gas mixture is oriented parallel to the electrical field inside the waveguide and 
the resonator cavities. This parallel orientation provides a homogeneous field distribution over 
the complete length of the laser gas volume, no standing-wave variations in the electrical field 
strengh can occur, as reported elsewhere’. The active length is about 13 cm; no preionization is 
provided. Due to the low pulse repetition frequency no gas recirculation is necessary, the laser is 
operated with a "sealed off” gas volume. 
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3. EXPERIMENTAL RESULTS 


Without preionization a good pulse-to-pulse stability was obtained, changes in laser output energy 
were below 3 %. Even after three hours of operation at 15 Hz repetition rate no change in pulse 
energy could be detected. Oscilloscope traces of the incident and reflected microwave power as 
well as the fluorescence signal and the laser pulse are shown in Fig. 2. Maximum laser output 
was obtained with a He:Xe:HCl = 1000:10:1 gas mixture in a pressure range between 2 and 4.5 
bar. The observed temporal behaviour of microwave energy and laser pulse differs significantly 
{rom signals reported from experiments with non-resonant microwave exitation of excimer lasers. 
Here, neither fluorescence nor laser pulse signals are observed during the first 150 ns of the 
microwave pulse, the laser plasma is not ignited. This behaviour is due to the characteristic 
properties of the resonator cavity. For a frequency-matched layout of the resonator dimensions 
the microwave energy is stored inside the resonator. The amount of energy depends on the 
coupling hole dimensions and the electrical conductivity of the wall material. 


From the beginning of the microwave pulse the energy accumulates in the resonator, the electrical 
field inside increases. Depending on size and geometry of the resonator some hundred mJ of 
microwave energy are stored inside the resonator. The amount of energy stored can be determined 
from the area enclosed between the curves of the incident and the reflected microwave power in 
Fig. 2. When the breakdown voltage across the laser gas is reached, the plasma ignites, the 
fluorescence signal begins to increase. Simultaneously a strong peak occurs in the signal of the 
reflected microwave, which indicates a sudden mismatch of the cavity’s resonance frequency, 
due to the presence of the emerging plasma. The stored energy couples into the plasma. Power 
densities much higher than provided by the magnetron can be obtained. A few nanoseconds later 
the onset of the laser pulse is observed. 


As can be seen in Fig. 1, the discharge tube is not placed in the center of the resonator cavities, 
where the maximum of the electrical field is reached. By appropriate placement of the discharge 
tube in regions of lower field strength more microwave energy accumulates inside the resonator 
cavties before the plasma ignites. For this structure maximum laser pulse energies of 500 uJ for 
XeCl* and 300 yJ for KrF* were obtained for a position with 37 % of the maximum field strength. 
Positioning the discharge tube at places with even lower field strength leads to arcing inside the 
resonant cavities and hence reduced laser pulse energies. 


For the KrF* laser the optimized laser gas composition was He:Kr:F, = 1000:100:10 with a laser 
gas pressure of 4 bar, the laser pulse width did not exceed 5 ns. Except for the laser pulse duration 
the signals of the KrF* laser showed no significant difference to the XeCl* laser. 








Figure 2: 

Oscilloscope traces of micro- 
wave power transmitted to the 
microwave resonator coupling 
structure, reflected microwave 
power, laser pulse and fluores- 
cence signal for XeCl*-laser 
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Figure 3: 








Improved microwave coupling 
structure consisting of two 


Hio2 and two Ho) resonant ca- _ 


vities coupled to the primary 


waveguide. | 


In order to increase the amount of storable energy, two more resonator cavities were added as 
depicted in Fig. 4. The active length is about 17 cm. The microwave mode of these additional 
cavities is not the fundamental Ho; mode resonators, but the H,92 mode. Hence the volume for 
microwave energy storage was increased by a factor of 3. With this enlarged coupling structure 
the XeCl* laser pulse energy reached up to 2 mJ, which corresponds to an increase by a factor 
of 4. This is due to the longer active length on the one hand, and to an improva’ of energy 
storage on the other hand. Fig. 5 gives the oscillose ope traces for a typical 2 mJ pulse. As can be 
seen, the area between the transmitted and reflected microwave power, which corresponds to the 
amount of microwave energy stored, is increased in comparision to Fig.2. Furthermore, the peak 
in the reflected microwave intensity, which stems from the plasma ignition is somewhat reduced. 
The coupling efficiency is increased due to the improved ratio of discharge tube length inside the 
primary waveguide to the length inside the resonators. 
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4. CONCLUSIONS 


It was shown that with resonant microwave coupling structures, high excimer laser pulse energies 
can be reached due to microwave energy storage inside the resonant microwave structure. No 
preionization is necessary. These resonant microwave structures can easily be scaled to higher 
laser pulse energies by adding further resonators. 
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[Article by H.H. Klingenberg and F. Gekat of DLR-Institut fur Technische 
Physik] 
Text ] ABSTRACT 


Microwave pumped rare-gas halide mixtures feature excimer laser 
emission without preionization. The performance of a XeCl excimer laser 
is investigated with an optimized waveguide coupling geometry. 
Parameters were varied such as the microwave power, duration of the 
microwave pulse, and the rise time of the microwave pulse from 25 ns to 
220 ns. The pulsed microwave L-band transmitter had a power of up to 
10 MW, an adjustable pulse duration (500 ns to 6000 ns), and a pulse 
repetition frequency up to 400 Hz. The coupling geometry consisted of 
a double ridge waveguide. The discharge tube was a quartz capillary 
placed between the ridges. Two tubes were used. One had an outer and 
inner diameter of 10.3 mm and 2.6 mm, the other 8 mm and 5.8 mn, 
respectively. The total active length was 438 mm. A study of a 
microwave power of 2.5 MW deposited into the discharge yielded at low 
repetition frequencies a non-homogeneous deposition. With a new 
resonant coupling geometry a XeCl laser energy of up to 1.8 mJ in a 
16 ns long pulse was achieved. 


, TR ION 


The microwave technique for exciting a multi-gas mixture at 
various gas pressure levels is an alternative means for pumping laser 
transitions.'°> Compared with the discharge-pumped laser excitation 
techniques microwaves couple into the electrodeless discharge region 
through displacement currents. Excimer laser gas mixtures consist of 
rare gases and a halide at a high total pressure. The latter constitu- 
ent, i.e. the halide, is responsible for streamer formation in a TEA 
discharge pumped excimer laser. This problem can be partially circum- 
vented by chosing electrodeless, therefore metalfree discharge 
techniques, the microwave excitation. 
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In this paper the authors investigated a XeCl excimer laser. The 
performance of the laser was studied in a microwave coupling geometry, 
consisting of a quartz capillary placed along the center axis of a 
rectangular L-band waveguide. Two microwave sources, a magnetron 
generator and a klystron transmitter, were used alternatively for 
exciting the high pressure discharge. In conjuction with the coupling 
structure two different kinds of operation were observed. One is called 
“Matched Coupling Structure" MCS-Mode. The experimental findings are 
described in reference 6. The other operating mode is called “Resonant 
Energy Storage” RES-Mode and features results for a microwave excited 
XeCl excimer laser resulting in a higher pulse energy of the laser. The 
first result was a pulse energy of 1.3 mJ for a XeCl laser and a pulse 


duration of 16 ns.’ All results were obtained without any technique of 
preionization. 


2. SYSTEM DESIGN 





A pulsed L-band magnetron generator with a peak power of 3.6 MW, 
a fixed pulse duration of 4 ws, and a pulse repetition frequency of 
10 Hz was used. The second source was a klystron transmitter with a 
maximum peak power rating of 10 MW, a variable pulse duration of 500 ns 
to 6000 ns, and a pulse repetition frequency of up to 400 Hz. Both 
sources were used alternatively to feed a microwave assembly similar to 
the one outlined in referer.ce 8. The performance of the XeCl laser was 
investigated in a gas mixture of roughly He/Xe/HCl = 1000/10/1 at a 
total pressure of up to 2 bar. The complete layout of the coupling 
geometry was determined by a computer program URMEL-T’ based on a two- 
dimensional finite difference method for the discretization of 
Maxwell’s equations. By this method the electric and magnetic field was 
calculated within a double ridge rectangular waveguide.® The technique 
of measuring the microwave powers as well as the laser pulse energy was 
described earlier.® The discharge tubes had inner diameters of 2.6 mm 
and 5.8 mm. The outer diameters were 10.3 mm and 8 mm, respectively. 
The total active length was approximately 438 mm. The laser cavity 
consisted of a high reflector and an output coupler of a transmission 
of 10 to 50 %. All mirror substrates had radii of curvatures of 2 m. 


3. RESULTS AND DISCUSSION 





The magnetron generator was operated at the maximum power rating 
of 3.6 MW. the measured typical XeCl laser pulse energy was 15 pJ and 
a pulse duration of 65 ns.” For the laser threshold a specific microwave 
power of 740 kW/cm* was found. The laser intensity is plotted against 
the incident microwave power in Fig. 1. The very obvious jitter shown 
in the laser output energy may result from the lack of any preioniza- 
tion technique. A non-homogeneous microwave power deposition into the 
discharge region could also be the reason for the measured jitter of 
the laser power. An investigation of the deposition of a 2.5 MW 
microwave pulse (10 Hz repetition rate) applied to the coupling 
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Structure with the capillary of 2.6 mm inner diameter was performed 
using a framing camera. During the development period of two micro- 
seconds of the incoming pulse simultaneously pictures were taken 100 ns 
apart showing a non-homogeneous power deposition. A typical incoming 
magnetron pulse versus time is depicted in Fig. 2, curve 1. The curves 
2 and 3 indicate the time dependence of the reflected microwave power 
and the XeCl laser pulse. The time delay between the beginning of tne 
deposition of the microwave power into the discharge tube and the 
occurrence of the laser pulse may have a plasma kinetic origin 


Measurements of the XeCl laser pulse energy when the HCl content of e 
discharge was varied together with the study of the Duiid-up of 4 
second atomic xenon laser transition support the idea of an additional 
pumping process of the xenon 5d manifold prior to the formation of th 

excimer molecules.'? It was for this reason that a faster rising mi 

wave pulse was believed to influence the kinetics. Tn } 
obtained with the klystron transmitter describing the temp 
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Fig. 2. Incident and reflected microwave power (curves 1 and 2), 
XeCl excimer laser pulse (curve 3) versus time. 


of the laser are shown in Fig. 3. Here is plotted the incoming 
microwave (curve 1), the reflected microwave power (curve 2), and the 
laser intensity (curve 3) versus time. The faster rising klystron pulse 
compared to the slower rising magnetron pulse (see Fig. 2, curve 1) did 
not change the temporal evolution of the laser pulse (see Fig. 3, curve 
3). The rise time of the klystron pulse was 25 ns and for the magnetron 
pulse 220 ns. 


Although the microwave power deposition into the discharge tube 
was also faster, there was no indication of an instentaneous build-up 
of the XeCl laser as soon as the microwave power had been deposited in 
the discharge. Responsible for the delayed temporal development of the 
UV laser pulse seems to be the initial pumping of a xenon-I laser 
transition. The threshold for the xenon laser required a specific 
microwave pump power of 25 kW/cm’. 
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Fig. 3. Microwave power of the klystron transmitted (curve 1), 


reflected (curve 2), and the excimer laser pulse (curve 3) 
against time. 


For the used coupling geometry resulting in the described 
experiments the impedance of the ignited discharge had to be carefully 
adjusted for optimum performance of the excimer laser. Both generators 
yielded a similar curve for the reflected microwave power as shown in 
figures 2 and 3 for the excimer laser to build up. This type of 
operation is called “Matched Coupling Structure” MCS-Mode and led to a 
XeCl laser of a pulse energy of approximately 20 pJ and a pulse 
duration of 65 ns. The data were obtained with a laser cavity consist- 
ing of a high reflector and a 10 % output coupler. Both mirrors had 2 m 
radius of curvature. 


In order to improve the performance of the XeCl laser a new 
coupling structure with better electrical contacts of the double ridges 
to the waveguide walls was designed. Furthermore, a laser tube of 
5.8 mm inner and 8 mm outer diameter was installed. The overall length 
of the ridges was kept at a length of 43.8 cm which was also the 
microwave pumped discharge length. When a klystron transmitter pulse of 
a power of 4.5 MW with a pulse duration of 600 ns and a repetition 
frequency of 10 +=H2 was applied to a gas mixture of 
He/Xe/HCl1 = 1000/10/2 at a total pressure of 2 bar, a XeCl jaser energy 
of up to 1.8 mJ was measured. The pulse duration was 16 ns. ° The chosen 
Output coupler of the laser cavity had 50 &%. 
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The investigation of the reflected microwave power from this 
longitudinal coupling geometry exhibited features of a resonant 
microwave cavity phenomenon described earlier by Alvarez et al. " after 
charging the cavity within approximately 400 ns there occurred a sudden 
jump in the reflected microwave power curve which resulted in a fast 
extraction of the stored energy. The change in the reflected power 
curve is accomplished by building up a plasma of high elect.con density, 
i.e. the rare-gas halide discharge. The discharge acts as a switch. 
Fig. 4 depicts the amount of stored energy in the resonant microwave 
cavity and the resulting XeCl laser performance. 
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wave cavity. 


The resonant cavity consisted of the coupling aperture of the 
impedance matcher up to the short circuit plate of the coupling 
structure.’ The complete different features of the reflected microwave 
power curves compared to the ones shown in figures 2 and 3 can be 
described as a "Resonant Energy Storage" RES-Mode of operation. 
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4.§ CONCLUSION 


A XeCl excimer gas mixture has been investigated using microwave 
L-band pumping techniques. A magnetron and a klystron were used as 
microwave sources to pump a longitudinal coupling geometry. Two modes 
of operation were observed: a matched coupling structure mode (MCS- 
mode) and a resonant energy storage mode (RES-mode). The best results 
were achieved with the RES-mode. A XeCl laser pulse energy of up to 
1.8 mJ in a pulse duration of 16 ns could be realized for the first 
time. The discharge volume was almost 12 cm’. 
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[Text] ABSTRACT 


The short wavelength and high power of excimer lasers have made them 
attractive candidates as exposure sources for photolithography. Unfortunately 
direct application of excimer lasers for microelectronic steppers is restricted 
by certain negative properties of the excimer laser radiation. This means that 
for the successful stepper's operation the radiation properties should be 
optimized. In this work we present the results of the optimization of the 
excimer laser characteristics for deep UV stepper. 


1. INTRODUCTION 


The optical reduction stepper lithography methods continue to dominate in 
VLSI production processes. Excimer lasers (EL) which may be used as light 
source in projection lithography systems are XeC]l (308 nm), KrF (248 nm), KrcCl 
(222 nm) and ArF (193 nm) lasers. In comparison with KrF laser energy 
efficiencies of ArF, KrCl and XeC] lasers are 0.5, 0.2 and 0.8 
correspondingly. According to this reason KrF lasers are mainly used in the new 
generation of optical steppers. 

There are two important problems of EL application in projection 
photolithography. 

First, relatively high level of spatial coherence of EL radiation (its 
value occupies an intermediate position between the coherence of lamps and 
other solid state and gas lasers). In our previous works we have delivered a 
method for the measurements of the EL's radiation correlation functions [1]. 
The measured correlation function was anizotropic along different direction on 
the EL beam cross section what was in a good correlation with the anizotropy of 
the EL radiation divergency. We also considered several methods of EL spatial 
coherence reduction inside optical tract of the stepper for the case of a 
single pulse exposure (so called “flash on the fly" regime) [1]. 
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Second, to obtain diffraction limited image quality on the whole chip area 
the stepper is usually equipped with a very complicated refractive projection 
lense. However only two deep UV(DUV)-transparent materials are available now 
for the lenses design in the DUV region. They are fused silica (quartz) and 
fluoride (it should be noted the last has limited application due to its poor 
radiative stability). If all DUV projection lense components are made from the 
fused silica, an adequate narrowing of the bandwidth 4A, of the EL radiation 
has to be provided. To estimate the required bandwidth oAQ, a formula for the 
thin lens focal length F may be used 


F = R/(n-1), (1) 


where R - refractive surface radius, n - refractive index. Usually F~l cm. The 
chromatic defocusing length 4F,4, is equal 


SPohe = (F/(n-1)) (dn/da)odAg (2) 


where dn/dA - dispersion. To neglect the chromatic aberrations, it should be 
chosen as dFchr ‘ dFaigg~l mm ( if we put Fehr = O.1eFagy , then AFche ° 
O.lwm). For fused quartz n~ 1.5, dn/dA ~ 10 nm’ at wavelength A= 248 nm. 
Thus, the spectral bandwidth of the EL light 4Ay<0.005 nm = 5 pm. 

The problem of the EL linewidth narrowing can be solved by insertion of 
dispersive elements and apertures into the laser cavity [2]. The spectral 
bandwidth aA 9 of the output laser radiation may be estimated in this case 
according to formula [3] 


-1/2 2 2 1/2 
aden | (dA) + (aP/D) \” ' (3) 


where 5A and D=d¥/dA are the spectral resolution limit and the value of angular 
dispersion for the used dispersive element correspondingly, 4 - the laser beam 
divergence being determined by intracavity apertures, N is the number of light 
halfroundtrips inside resonator during the laser pulse (N=5-10 for standard 
EL). dA =const for a given dispersive element. The more the dispersion value and 
less the laser beam divergence and the the spectral resolution limit the less 
the spectral bandwidth of laser radiation. 

Diffraction grating and prisms can be used in principle as intracavity 
dispersive elements. But, unfortunately, they possess of low value of 
angular dispersion. For example, if the grating must provide the linewidth 
narrowing down to 3-4 pm, then the laser beam divergence has to be diminished 
by special apertures inserted into the laser cavity. The last always results in 
the laser output energy decreasing. Ordinarily the energy efficiency of the EL 
linewidth narrowing by installation of diffraction gratings does not exceed 
1-2% [2). 

If Fabry-Perot etalon is used as a dispersive intracavity element (Fig.1) 
then the main problems are connected with its smal] dispersion range [4]: 


2 
bret - A /(2nlcosd), (4) 
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where n is the refractive index of etalon intracavity medium, 1] is the base 
distance between etalon mirrors,& is the angle of light beam incidence on to 
etalon surfaces. 

If we putA=248 nm, n=1, cosd=1, 1=1 mm, then 4Act=30 pm. The desirable 
value of dispersion range is equal to the laser amplification spectrum oAramel 
(4Aamp¢ ~ 1000 pm for KrF laser). In this case the intracavity dispersive 
elements provide the transformation of the laser generated energy into the 
wavelength interval 4AQg ‘Ore , where SAet is the spectral resolution limit of 
the intracavity dispersive element. The latter is proportional to the 
dispersion range 4Ag¢ [4]: 


Od et = (2/0 ft) aNet, (5) 


where f is the finesse of the etalon. The etalon's finesse is determined by the 
reflection index r of its mirrors [4]: 


1/2 
f = or’ /(i-r). (6) 


The value of spectral bandwidth needed for projection exposure source shouldn't 
exceed aAg =5 pm. Thus we can estimate the required finesse of a single etalon 
being used for KrF laser linewidth narrowing: 

-4/2 -3 

NSA gt /AXet «BAY /AXamps ¥ 5X10 (7) 


or 
f >» 40; r > 98.7% (8) 


Analogous demands on the etalon finesse arise in the case of two etalons being 
used for excimer laser linewidth narrowing, if one of them possesses of dr et, 
~AArg , and another - dAei2™ AAety. 

To have a high energy efficiency in the linewidth narrowing process the 
etalon's transmission function [4] 


-f 
T(d) = (1+f sin’ (2#nl cos(k)/A) | (9) 


must be as large as possible. If the etalon has high quality surfaces 
(roughness is about A /50-A/100) and is tuned with high accuracy then its 
transmission become too small if finesse value exceeds 6 (r>70%). Thus’ from 
the energetic point of view we have to demand low value of finesse: 


£<6. (10) 


Under this condition the etalon provides sufficient angular width 4& which 
should be no less than the excimer laser beam divergency (1-5 mrad). 

In addition the finesse shouldn't be too high because the transmission of 
the etalon for a certain wavelength seriously degrades when the flatness of the 
etalon's surfaces across the laser beam cross section is far from an ideal one 
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(this is not essential for the lasers with small beam diameters and is _ very 
important in the case of EL, when the square of the beam cross section is equal 
to several square centimeters). 

Thus conditions (8) and (10) are not compatible. The linewidth narrowing by 
insertion of the etalon with high value of finesse inside the laser cavity (to 
provide the conditions (7)-(8)) gives too small energy efficiency 1%, and 
spatial coherency of laser beam becomes too high (the divergency too small). 

In this work we describe the way how this problem can be overcome and 
relatively powerful line-narrowed radiation can be obtained using one EL 
oscillator. In the next sections we'll confirm this on the basis of experiments 
and mathematical simulations. 


2. EXPERIMENTAL 


To obtain a low coherent, linewidth narrowed excimer laser beam with high 
energy efficiency we propose to use two etalons with comparatively low finesse 
(f~4-6) which base distances lq and lp are close. In this way two problems may 
be solved. First, this dispersive element possesses of a much higher dispersion 
range in comparison with a single etalon (only coincided peaks of the etalons 
are transmitted) which exceeds the width of the amplification spectrum if the 
values of 1 and 1 are large enough to provide small SA,z¢ value (see eq. 
(4-5)). Second, its spectral transmission function is the product of the 
transmission functions of separate etalons. In our excimer KrF laser’ linewidth 
harrowing experiments two etalons with 1,=1.0 mm and 1,-0.6 tm, and 
comparatively low value of finesse f=4 (r=66%) were used. The value of incident 
angle « was chosen in the range 10-20 mrad to provide a large width (1 mrad) 
of angular transmission function and a large value (200 mrad/nm) of etalon 
dispersion [5]: 


-4 
Dot = (Atg(d)) ; (11) 


The width of spectral transmission function of this dispersive element was 
estimated: 


6X = 10 pm. (12) 


Both etalons installed in KrF laser resonator (resonator length - 1.5 m, pulse 
duration - 20 ns, pulse energy in free running generator - 150 mJ) provided 
spectral linewidth narrowing down to 4 pm with energy losses ~70%. 

It should be noted that line narrowing was achieved in our case. without 
essential decreasing of the radiation  divergency (increasing of the 
coherence) in comparison with initial ones. This is due to the large angle 
spectrum window (low finesse) of the used etalons. 


3. SIMULATION 


If we desire to choose a dispersive element for the line narrowing 
techniques or optimize the parameters of the resonator and the conditions of 
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pumping to obtain required characteristics (pulse energy, spectral linewidth, 
divergency) of the output laser radiation it is necessary to carry out adequate 
estimation of these characteristics for a certain laser scheme. During the 
time of the light pulse development inside the EL cavity (15-20 ns or 5-7 
halfroundtrips) mode selection doesn't occur and simple simulation under the 
approximation of the light propagation equation [6] seems to be incorrect. 
Thus a new model possessed of possibility to describe the development of light 
pulse and predict the characteristics of the EL radiation is required. 

In our simulations we have used some ideas of the corpuscle approach which 
was developed in [7]. In addition the spectral distribution of energy, the 
presence of intracavity apertures and dispersive elements were also taken into 
account. 

The resonator cavity (RC) was assumed to be a 3D rectangle (Fig.2). It 
includes an active region (AR) of the EL, intracavity apertures (A) and 
dispersive elements (DE). 

At the first moment M points ( 5000) are determined in the RC _ region. 
Their positions are calculated through the random values generator. From these 
points M "photons" (quotation marks are omitted in the following text) start 
their directline motion in the random directions with the speed of light. Every 
photon may be characterized by the energetic weight N;, which is expressed 
through the number of quantas, and by the wavelength); . 

During simulation the directline motion of all photons, their reflection 
from the walls of the RC, transformation of photon's weights after their 
propagation through AR and DE are calculated. Output laser energy may be 
determined in this case in turn off 


P(t;)= he (1-Ry )E(N; /A;) (13) 


where summation is carried out for all photons which are reflected from the 
output semitransparent mirror Ml during the specific time of registration 

(this time determines the necessary temporal accuracy), h is the Plank 
constant, c - the speed of light. In the plane of Ml mirror the division of 
photens according to their propagation angle and wavelength is also provided. 
AR is divided onto several (determines by the required detailing of the AR 
medium) cells, each of which may be described by the open two-level system 
equations. The medium is assumed to be homogeneous inside every cell. 

The output simulation data are: 1) energy vs time dependence; 2) energy vs 
wavelength dependence; 3) energy vs angle dependence. 

The results of simulations are in a good correlation with the parameters of 
the radiation of the unnarrowed EL and also with the results of the 
linenarrowing in the schemes with intracavity apertures, prisms and diffraction 
gratings [3]. Simulations confirmed that the line narrowing efficiency can be 
no more than 8-10% in all these cases. 

It is interesting to investigate the pulse duration dependence on the 
linewidth of the EL radiation. Such dependence is shown in Fig.3 for the case 
when four prism telescope and autocollimated diffraction grating are used as 
intracavity DE. As one can see the line narrowing procedure becomes more “easy" 
if long light pulses are used. In addition a direct confirmation of the 
reversed square root dependence in the equation (7) also follows from Fig.3. 


112 





The scheme wth two etalons was simulated to define the maximum 
linenarrowing efficiency. The dependence of the linewidth on the etalon's 
finesse is shown -n Fig.4. We see that the width of the generated spectrum 
(curve 1) is less (for corresponding finesse values) than the width of the 
apparatus function of the DE (curve 2). This fact may be explained in turn of 
the high amplifica’ion coefficient of the EL active medium and multiple 
propagation of ligh* through the DE. 

The dependence o1 the linenarrowing efficiency for the scheme with two 
etalons on their finesse is shown in Fig.5. Curve 1 corresponds to the case 
when both etalons are situated in the vicinity of the back rough mirror M2 and 
curve 1 - near the output mirror Ml. We see that the efficiencies are quite 
different for these two cases. The fact may may be explained in the following 
manner. Duration of the EL light pulse usually takes several roundtrips in the 
RC and the main energy growth occurs at the second roundtrip, when the light is 
reflected by the back mirror M2. So if the etalons are situated near the output 
mirror Ml then they have cut the spectrally unselected radiation what leads to 
the low efficiency of this scheme (curve 2). On the contrary, if the etalons 
(or even one of them) are situated in the vicinity of M? mirror then the 
spectral selection occurs before the main amplification and the efficiency of 
the scheme is relatively high (curve 1). It should be noted that the observed 
difference of the efficiencies for different etalons position was 
confirmed experimentally. 

And at least the maximum efficiency which was obtained in the scheme with 
two etalons experimentally is 30%. Relatively small deviation from the 
Simulated value (35%) may be attributed to the nonideal flatness of the 
etalon's surfaces and their absorption capability what were not taken 
into account during simulation. 





4. CONCLUSIONS 


Effective (°» 30%) line narrowing procedure of a single excimer oscillator to 
the required for projection photolithography level may be realized using two 
inracavity etalons with low finesse. A model of the excimer laser generation 
was developed. This model may be used to optimize the parameters of the excimer 
laser radiation. 


REFERENCES 


1) K.A.Valiev, L.V.Velikov, G.S.Volkov, D.Yu.Zaroslov, J.Vac.Sci.Tech., B7, #6, 
p.1616 (1989). 

2?) K.A.Valiev, L.V.Velikov, G.S.Volkov, D.Yu.Zaroslov, Proc. of the 
Microprocess'89 conference, Tokyo, Japan, July, 1989. 

3) G.S.Volkov, Ph.D. thesises, Physics and Technology Institute of the Academy 
of Sciences of the SU. 

4) M.Born, E.Wolf, Principles of optics. Pergamon Press,N.Y., 1964. 

5) S.P.Anokhov, T.Ya.Marusili, M.S.Soskin, Rearranged lasers, Moscow, Radio i 
Sviaz, 1982. 

6) B.I.Stepanov, Simulation of optical quantum generators, Minsk, Nauka i 
Tehnika, 1966. 

7) V.V.Buchanov, A.I.Moloduihk, N.I.Yurchenko, Soviet QE, 10, #8, p.1553, 1983. 


113 



































7 DE 
ACTIVE REGION 
L _\ U } 
a EB) &E2 
M1 M? 


KINETIC CALCULATION 
f- 






























Fig.2 Simulated scheme. 


00750 . 


Q006275 | 














| PULSE 
| ° a a —— DURATION | 
! 0 0 @ 60 100 NSEC 
o 3 6 


ss «ON 





$48 - 
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Fig.5 Linenarrowing efficiency vs finesse: etalons are situated near 
back rough mirror (1) and near output mirror (2). 
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[Text ] ABSTRACT 


The work described in this paper forms part of the EUREKA EU213 “HiPulse” excimer 
laser project, to build an excimer laser with an average power greater than | kW, and a 
pulse repetition rate up to 5 kHz. Because of the very large volume of gas needed in such a 
laser, and the rising costs of rare gases such as xenon, a sophisticated gas processor system is 
needed which is capable of recycling the rare gas component of the gas mix indefinitely. If 
the laser head needs to be opened up for some reason, the laser gas needs to be pumped out 
and stored in a suitable vessel. When the laser is running, a variety of contaminants are gen- 
erated by various chemical reactions going on inside the laser head; the exact contaminants 
depend on the materials from which the head is made. As part of the design of a laser gas 
processor, we are investigating the changes in gas constituents as the laser is running, using a 
quadrupole mass spectrometer connected to a computer. The mass spectrometer samples the 
laser gas through a special capillary and porous plug arrangement which maintains the neces- 
sary pressure difference between the laser gas at 2-5 bar and the analyser head at microbar 
pressure levels. 


1. INTRODUCTION 


The EUREKA “HiPulse" excimer laser European project (EU213) has been established to 
develop a high-average power, high-repetition rate laser suitable for industrial use. The 
target of the project is to create prototype lasers capable of sustained output greater than a 
kilowatt average power, and running at shot repetition rates up to several kilohertz. A neces- 
sary part of this development work is the design and construction of a automated control 
system, and the associated sensors and monitoring devices. The design is constrained by the 
need to respond to changes in the laser performance on a sub-millisecond timescale, and by 
the need to operate in a very electrically noisy environment. The control system being devel- 
oped by the BNFL/University of Salford group uses a distributed network of transputers 
(see section 2) which communicate by optical fibre links. 
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An important part of the control of any excimer laser is the gas handling, ie the facilities 
tor changing the gas in the laser head, adjusting the mix, injecting additional halogen etc. 
For small volume laser systems, making any analytic measurements of the lasex gas iS not 
economically justified. However, in very large volume lasers, such as the EU213 prototypes, 
the necessity of recycling purified gas back into the laser motivates the development of suit- 
able monitoring equipment. As part of the development of a gas processor for the EU213 
lasers, we have investigated the potential of a quadrupole mass spectrometer as an on-line 
laser gas analysis tool/sensor. 


2. TRANSPUTER NETWORKS 


The control system for the EU213 lasers is required to drive a series of parallel processes for 
laser operation, eg trigger the thyratrons, monitor the beam quality, maintain the halogen 
partial pressure etc. Some of these processes are quite demanding. For instance, the current 
pulse switched by the thyratrons is measured on every shot to check for irregularities in 
firing, and to make appropriate corrections in timing. The time available for operation at 
kilohertz rates is on a millisecond scale. Other parts of the control are concerned with the 
monitoring of slowly-varying quantities such as the gas temperature. Rather than use one 
large machine for all the various elements of the control, a distributed network of small pro- 
cessors is being used, allowing the work load to be shared out and also permitting the design 
to assume a modular form (see Figure |). This gives much greater flexibility in responding 
to the different needs and interests of the collaborators in EU213. The various processors 
can be physically distributed around the laser, minimising the distance that monitoring or 
actuation signals have to travel in an electrically noisy environment 


In principle, any small processors could be used to build a network. However. transputers? 
are particularly attractive in this role because they are designed specifically to operate as 
part of a parallel! computing system. To that end, they have very good inter-processor com- 
munications facilities (see Figure 2) using fibre-optic links, which are obviously particularly 
useful in this context in view of the electrical noise generated by a big excimer laser. In fact 
transputers have a high degree of immunity to electrical noise. The control software is 
written in OCCAM? , a parallel-processing language, as a set of routines governing various 
aspects of the laser operation. These routines are then shared out between the transputers of 
the network, as seems appropriate. If any one node of the network is overloaded, another 
transputer can easily be added in and the work reallocated between them. 
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FIGURE | : EUREKA EU213 excimer laser control system 
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FIGURE 2 : Block diagram of transputer IMS T414 
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3. EXCIMER GAS 


The gradual degradation of excimer gas mixes during laser operation has been widely 
reported*-*. A variety of methods have been used to study the chemical changes taking 
place in the laser gas, including spectroscopic analysis’, gas chromatography® and mass spec- 
trometry®-*. Basically, the problem is that the halogen component of the gas mix reacts 
chemically with the materials surrounding it, eg the electrodes and the walls of the laser 
vessel. This causes both a reduction of the partial presssure of the halogen, thereby reducing 
the potential laser gain, and creates compounds in the laser gas which can absorb strongly at 
the laser wavelength, increasing the optical loss. The exact reactions taking place in a laser 
are determined by the materials used in its construction, eg SiF, is produced by a reaction 
with glass*. Other commonly seen contaminants include CO,, ClO,, F,CO, FNO, FNO, and 
NF,,. 


Most of the more commonly seen contaminants can be removed by passing the laser gas 
through a cold trap®, and such devices are widely used to extend the lifetime of gas mixes 
in commercial laser systems. Extra halogen can be added to the mix to restore the optimum 
partial pressure. Unfortunately, a few contaminants cannot be separated out with a cold trap, 
and eventually these will build up to levels that prevent laser operation. The normal recourse 
then is to simply throw away the whole gas mix and start again with a new fill. However, 
this is not feasible with the EU213 lasers because of the large volumes of gas involved. Very 
high-repetition rate lasers require fast gas flows between the electrodes to ensure discharge 
stability!®. The most common design of pressure vessel for this type of laser is therefore a 
closed wind-tunnel. For aerodynamic reasons, the volume of such a “flow-loop” design is 
very large; perhaps several cubic metres. This volume is filled with laser gas at pressures of 
5 - 10 bar, so a flow-loop may contain 30 cubic metres of laser gas at standard pressure. 
With such large reservoir volumes, the concentration of contaminants produced by reactions 
in the discharge region might be expected to be very low. However, the high repetition rate 
operation effectively cancels out the potential advantage from the size of the gas reservoir, 
so gas lifetime is still a major consideration. For XeCl lasers, the rare gas component 
(xenon) alone may cost several thousand pounds sterling for a single fill'’. Clearly it is not 
satisfactory to simply discard the whole mix. An essential part of any final automated con- 
trol system is some way of monitoring the gas composition and the performance of the gas 
processor, and sO we are investigating the use of a quadrupole mass spectrometer in this 
context. 


4. USE OF A QUADRUPOLE MASS SPECTROMETER 


A mass spectrometer should be the perfect device for examining the laser gas mix, but there 
are many practical difficulties. The most serious problem is that excimer lasers typically 
operate at pressures between 3-8 bar, and a quadrupole mass spectrometer requires a vacuum 
of better than 10-® mbar. So a fairly elaborate pressure reduction system is needed to sample 
the gas mix without introducing significant mass discrimination. Our system (see Figure 3) 
uses three elements; first a standard pressure regulator drops the pressure to | bar, followed 
by a 30 wm diameter silica capillary |.8 metres long which restricts the laminar gas flow to 
give a downsteam pressure of 10-* mbar, and finally a silica sinter plug (operating in the 
molecular flow regime) that reduces the final pressure to 10-® - 10-7 mbar. 
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FIGURE 3: Schematic diagram of gas handling system 


Passivation of the pressure reduction system is important, as well as the passivation of the 
mass spectrometer itself. In order to ensure that a representative fraction of the laser gas is 
sampled, the gas must be well stirred in the laser head - normally this would be done by a 
fan that drives clean gas into the discharge region. However, our laser head does not employ 
a fan at present and so the stirring action is provided by an Oxford Lasers GP2000 gas pro- 
cessor which circulates the gas with a diaphragm pump at a rate of about 20 litres per 
minute. (In this experiment the GP2000 was used purely as a pump; the cold trap was not 
running.) The amount of laser gas consumed by the mass spectrometer is very small; of the 
order of 10 cm? per minute during a scan (typically lasting a few minutes every hour). 


The mass spectrometer used in our experiments is a V G Quadrupoles SX200 with a Spec- 
tralab PC for data collection. The mass range is | - 200 amu and the sensitivity is 0.1 ppm 
of total pressure. The mass spectrometer has an open ion source, and two detectors; a Fara- 
day collector and an electron multiplier. The Faraday collector can operate at higher pres- 
sures (up to 10-4 mbar) but suffers more from electrical noise than the multiplier. However, 
the multiplier has an inherent mass discrimination effect which must be considered in quan- 
titative measurements, ie the intensity of the signal varies with the atomic mass number. The 
mass spectrometer is pumped by a turbo-molecular pump which introduces further mass dis- 
crimination. For these reasons, it is important to calibrate the mass spectrometer with a well- 
defined gas mix. The response time of the system to changes in the laser gas is typically of 
the order of a few seconds, but for reliable measurements of the halogen level a settling 
time of about 5 minutes is needed. This is due to passivation problems in the inlet capillary; 
heating the capillary will eliminate this delay. 
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FIGURE 4 : Histogram showing XeC! laser gas mix 


The Spectralab software permits the display of the entire mass range as a histogram, plotting 
mass number vs intensity on a logarithmic scale. A “background” scan, showing the residual 
gases in the mass spectrometer vacuum system when there is no connection to the laser head, 
can be stored and automatically subtracted from the laser gas scan - see Figure 4. The laser 
gas components are easily identified. 


Quantitative measurements of specified mass numbers (Figure 5) can be read out either from 
the monitor screen or by using a special interface card to connect the Spectralab PC to a 
transputer directly. Calibration weighting factors relating to the mass discrimination effects 
can be incorporated into the calculation of percentages. To obtain absolute pressures from 
the partial pressures given by the mass spectrometer, a separate pressure gauge on the laser 
head is required. 
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FIGURE 5: Gas analysis as percentage of mix 


Repeated measurements on our XeCl laser gas made over half a million shots failed to show 
any loss of halogen or any significant rise in contaminants (there was a small carbon signal 
possibly due to breakdown of a PVC insulator in the laser head). There was also a slight rise 
in the hydrogen partial pressure, but no free chlorine was detected. There was no appreci- 
able change in the optical performance over this time. The apparent absence of contaminants 
may be due to the solid (dust-like) nature of the metallic chlorides, in particular AICI,, 
which are the most likely products to be formed in our laser head. Alternatively, it may be 
a consequence of the large gas reservoir volume of our laser head (approximately 200 litres) 
which results in a dilution of contaminants formed in the laser discharge. Extending the trial 
for a greater number of shots would answer this question. 


5. CONCLUSION 


In conclusion, we have demonstrated that a quadrupole mass spectrometer can provide an 
effective measure of the partial pressures of an excimer laser gas mix, and that changes in 
the gas can be monitored by a continuous sampling process, with a response time of a few 
minutes. In the near future we plan to install a heated capillary which will reduce the 
response time, and prevent repassivation problems in the inlet system. At the same time an 


interface board is being built to allow the appropriate transputer to read out the partial pres- 
sures of 16 selected mass numbers directly. The halogen injection system can then be driven 
automatically in response to a drop in the halogen signal from the mass spectrometer. We 
also plan to run the laser with a KrF fill and compare the formation rates of contaminants. 


We gratefully acknowledge the financial support of British Nuclear Fuels, and the help of 
Dr. Kelvin Schneider in particular. 
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[Text] TRACT 


The experimental results of high-repetition rate pseudospark switch testing are re- 
ported, with particular interest in applications like high repetition rate, high-average 
power excimer lasers and pulsed TEA COz2 lasers. Typical test parameters are hold-off 
voltage of about 20 kV, peak currents around 15 kA, and pulse durations of less than 
100 ns, discharge conditions that are typical for high average power excimer lasers. 
These were realized in a low inductive discharge circuit using discrete ceramic 
capacitors of up to 10 nF total capacitance and an impedance of about 1 Q. The re- 
sulting peak currents were about 19 kA in the short-circuited, ringing discharge. A 
special feature of the switch is being capable to withstand severe current reversal, 
high rates of current rise of about 5*10" A/s and peak currents above 20 kA. Some 
107 shots have been performed with a sealed-off metal-ceramic pseudospark switch 
with integrated hydrogen reservoir without degradation of the switch performance. In 
this setup repetition rates of up to 1.8 kHz were achieved. The switch triggering be- 
haviour and measurements of the switch resistance in dependence of the peak cur- 
rent are reported about. 


: RODUCTION 


The pseudospark switch (PSS) is a fast closing switch, based on a low pressure gas 
discharge in a special geometry of the electrodes. This low inductance switch is 
designed for holdoff voltages in a range of 5 up to 35 kV. It is capable of pulse du- 
ration of about 20 ns up to tens of microseconds. Since the beginning 

of the development of pseudospark switches in the mid-eighties, large progress has 
been made towards’ sealed-off ceramic-metal switches!-2-34 Pseudospark switches 
capable of switching over 25 kA peak current at current reversal of more than 90 % 
were successfully tested as an advanced thyratron replacement for ultra-high power 
applications in TE gas discharge lasers. The same switches have been shown to be 
able for long pulse duration applications due to the superior cathode emission mecha- 
nism which warrants an even cathode loading during conduction of high-current pul- 
sest56, At short pulse durations of the order of 100 nsec, peak currents of up to 25 
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kA, and a reverse current of over 90 % of the peak forward current, brazed ceramic- 
metal switches have shown to have a lifetime in excess of 5*10®6 shots®. Due to the 
pulsed power source used for the earlier measurements of peak current and high 
rate-of-current-rise capability , these tests were limited to pulse repetition rates of 
the order of 100 Hz by power supply limitations. Experiments done by another re- 
search group® showed that PSSs are suitable for multi-kHz repetition rates in burst 
mode operation; however, peak current and energy per pulse were rather modest in 
these experiments, and the switch was an O-ring sealed laboratory prototype switch. 
More recent experiments in our laboratory had the aim to test our ceramic-metal 
switch at the multi-kA, multi-kW level at repetition rates of up to 2 kHz, conditions 
which are typical for high average power excimer lasers, and pulsed modulators for 
linac structures. 


2. EXPERIMENTAL SETUP 





The PSS investigated in these experiments utilized molybdenum electrodes with circu- 
lar center holes of 3 mm in diameter each, and hollow cathodes as well as hollow an- 
odes. Deuterium is used as the working gas throughout the experiments. A schematic 
cross-sectional drawing of the PSS used in these experiments is shown in fig. 1. The 
switch is made of OFHC-copper electrodes brazed directly to insulating Al203 rings. 
The anode and cathode parts which directly contact the discharge plasma are made of 
bulk molybdenum in order to assure a good thermal contact to the environment. The 
switch is triggered by applying a negative-going high voltage pulse of 2 - 3 kV in 
amplitude, provided by a thyristor pulser, to the trigger electrode. The main 
discharge is then initiated by the injection of electrons out of the pulsed glow 
discharge into the hollow cathode of the main gap. In order to achieve a short delay 
and a small jitter of the triggering discharge, a keep-alive current of the order of 1 
mA is maintained between the triggering electrode and an additional "“preionization 
electrode". This method effectively reduces delay and jitter by providing a sufficient 
concentration of starting electrons’. 


The PSS is built into a coaxial housing, which also contains the ceramic capacitors in 
order to minimize circuit inductance. Figure 2 is a cross-sectional drawing of the ex- 
perimental setup. The total circuit inductance, with 6 ceramic capacitors of 2.7 nF 
each in parallel, has been calculated to be 19 nH, giving a circuit impedance of 1.1 
ohms. Two command charge power supplies, a master and a slave unit, with a maxi- 
mum mean power of about 6 kW are used. The switch current is measured with an 
coaxial shunt resistor in the current return path, made of 340 parallel carbon bulk 
resistors. The coaxial housing is filled with transformer oil for high voltage insula- 
tion, and equiped with an oil-water heat exchanger to provide cooling at high aver- 
age power levels. 
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Fig. 1: Schematic cross-sectional Fig. 2: Cross-sectional drawing 
drawing of the tested PSS. The Ti-based (schematic) of the coaxial] experi- 
deuterium reservoir is located behind mental setup. This design mini- 
the last electrode of the triggering sec- mizes the circuit inductance and 
tion. The copper electrodes are braized allowes a rate of current rise as 
directly to the Al2zO3 ceramic rings. high as 7*10" A/s. 
3. RESULTS 





3.1. Ignition statistics and breakdown voltage characteristic 








The static breakdown voltage - pressure characteristic obeys Paschen’s law. (Fig. 3) 
At an electrode separation distance d of about 3 mm, a pressure p of about 40 Pa 
and a holdoff voltage of 25 kV, the switch is working at the low pressure side of the 


Paschen minimum. 
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Fig. 3: Static breakdown voltage as a function of the deuterium pressure, for the 
switch as of fig. 1. 


However the breakdown characteristic as shown in fig. 3 is valid for durations of 
some milliseconds, the high voltage is at the switch and repetition rates of less then 
20 Hz, which can be called quasi-static. The switch delay, normally about 250 ns and 
the jitter of some 10 ns increase if the duration of the high voltage charging pulse 
across the switch becomes shorter than 1 ms. 

In fig. 5, the switch delay is plotted as a function of the duration of the high vol- 
tage pulse across the switch. The duration is measured from the point where the 
high voltage pulse has reached 90 % of its peak value, to the time the trigger pulse 
is applied to the switch. As can be seen from these data, the delay increases as the 
duration of the high voltage pulse falls below 1 ms which is the case at repetition 
rates above 1 kHz in this experiment. This effect is more severe at values of p-dnear 
the Paschen-minimum, and is attributed to the finite formative time lag of the 
predischarge in the main switch region. Obviously, this predischarge is necessary for 
a good triggering performance of the switch, and thus has to be taken into account 
in the construction of high repetition rate pseudospark switches. 

The delay also increases at repetition rates of more then 20 Hz, as shown in fig.4. 
This implies that the pressure for optimal performance has to be adjusted at higher 
repetition rates to values higher than in the quasi-static case. This may be caused 
by gas depletion in the electrode region and is an object of our actual research. 
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be increased above the static pres- 
sure as of fig. 3 


3.2 The switch resistance 


The PSS under test was intentionally developed for peak currents of 10 to 25 kA at 
pulse durations of more than 100 ns. In a variety of applications, however, the pulse 
duration is shorter and the peak current is considerably less than 10 kA. This is es- 
pecially true, for example, for copper vapor lasers which need high pulse repetition 
rates of the order of several kHz at peak currents of the order of < 2 kA, and at 
pulse durations of the order of 50 ns. In figure 6, a series of current waveforms is 
shown at varying peak currents. Current variation has been accomplished by varying 
the total capacitance and, for the lowest peak currents shown, also decreasing 
thevoltage. As a consequence, the pulse duration varies along with the peak current. 
A severe drawback of the switch at currents below 5 kA can be seen from figs. 6b) 
and 6d). Reverse conduction does not take place at low currents in this specific 
switch. At peak currents above 5 kA, however, the switch conducts reverse currents 
of 80 % of the peak forward current (figs. 6a and 6c). A total resistance can be 
calculated from the damping constant of the damped current sine wave, which, 
however, also includes commutation losses and losses due to the polarization change 


in the capacitors. This total resistance can then be taken as an upper limit for the 
time-average switch resistance, and allows an estimation of the total power, dissipated 
in the switch in a specific application. In fig. 7, this average switch resistance is 
plotted 
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Fig. 6 a-d: Current waveforms of different amplitudes. At peak currents below 5 kA, 
no reverse conduction occurs; at currents of 9 kA and more, the reverse current am- 
plitude reaches 80 % of the peak forward current. 


as a function of the charge stored initially in the capacitor. The switch losses in- 
crease rapidly at an stored electrical charge below 10 Cb, and seem to level off at 
a@ more or less constant resistance at a charge considerably higher than this lower 
limit. This indicates that a PSS that is to be used at low currents and short pulses 
has to becarefully designed in order to avoid excessive switch losses in that kind of 


applications, and that a PSS does not necessarily perform well at parameters that are 
very different from its design parameters. 

First tests in an TE-COz2 Laser discharge circuit™!5 at peak currents of about 1.8 
kA, voltages of 18 kV and pulse durations of ca. 600 ns, indicated, that the laser 
output could be increased by about 3 %, in comparison with a commercial russian 
thyratron, as shown in fig.8 (TGI 1000/25). This seems to be very promising, because 
this are parameters that are not in the optimal range of the switch. The current 
reversal, that a thyratron is normally not supposed to withstand is feeding additional 
energy to the laser. Because of the lower switch resistance, the ratio of dissipated 
energy in the laser to the energy dissipated in the switch is advantageous. In this 
experiment the repetition rate was limited by the gas exchange velocity of the laser 


to about 200 Hz. 
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Fig.7: The total internal resistance of the experimental setup as of fig. 2 is shown as 
a function of the elec-trical charge stored in the discharge capacitor. It is calculated 
from the damping of the ringing LCR-discharge. The main part of it is attributed to 
the PSS internal resistance, which is composed of the time-varying plasma resistance 
and the commutation losses. 
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3.3 Lifetime me 


Most of the tests reported herein have been performed at capacitances of 5.4 and 
10.8 nF, respectively. The switch was operated for over 1 million shots at 10.8 nF at 
a voltage of 23 kV, and over 10 million shots at 5.4 nF at 25 kV. The peak current 
and maximum repetition rate are 9.4 kA at 1.8 kHz (5.4 nF), and 19 kA at 1 kHz (10.8 
nF), respectively. After the end of these measurements, the behavior of the switch 
had not altered significantly, and it is still operationable. Thus, the lifetime of the 
switch can be estimated from earlier lifetime measurements!’ to be in excess of 10° 
shots at the conditions given for the 5.4 nF capacitor. The deuterium reservoir has 
been proven to be suitable for sealed-off operation of high-average-power PSSs, and 
is expected to have a lifetime comparable to that of the electrodes. The test results 
are summarizedin the following table and compared to results from high repetition 
rate testing of a PSS at another laboratory”. 


Erlangen from Ref.11 

C / nF 5.4 10.8 13.5 

Ip / kA 9.4 19 9 

Uc / kV 25 23 20 

Pav / kW 3 2.8 0.6 

prreax / kHz 1.8 cont. 1 cont. 0.1 cont. 
0.2 burst 

ti/2ew/ns 70 94 70 

Ree / mOQ 230 150 120 

Lee / mH 28 21 25 

Lifetime / shots > 10’ total >3.6*107 


4. CONCLUSIONS 





We have shown that high pulse repetition rates of 1 to 2 kHz can be handled by 
state-of-the-art pseudospark switches at average power levels of the order of 3 kW, 


with peak currents as high as 19 kA, and at a current reversal of 80 %. The lifetime 
limit of the first sealed-off PSS with built-in gas reservoir has not yet been reached, 
but is in excess of 10’ shots under these extreme conditions. From lifetime measure- 
ments at similar conditions, a total lifetime of well over 10° shots can be expected. 
The maximum average power and pulse repetition rate in our experiment were iimited 
by the power supply to 3 kW and 2 kHz, respectively; a maximum repetition rate of 3 
to 4 kHz should be possible with this switch, and a more advanced triggering section 
should allow even higher repetition rates. The tests have also shown that it is neces- 
sary to develop special PSS designs for applications where low currents and / or 
short pulses are needed, if the current reversal capability of the switch is a neces- 
sary feature. The unique design of the switch should allow much higher average po- 
wer levels as those reported here, the only limitation up to now being the power 
supply. The existing switch already surpasses hydrogen thyratrons in several aspects 
simultaneously, and lifetime and maximum achieveable pulse repetition rates are ex- 
pected to further increase by ongoing research into electrode processes and trigger 
problems. 
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(Text ] ABSTRACT 


At Laser-Laboratoriuim Gdttingen damage and durability tests are performed on excimer laser optics. 
Within the automated experimental set-up image processing techniques are applied for both spatial 
taser beam profiling in the target plane and real-time damage recognition. Along with a description of 
experimental details, results of damage threshold measurements at 248 nm and 193 nm are presented, 
which demonstrate a strong relationship between absorption of laser radiation on defect sites and the 
subsequent damaging process. In addition, the influence of surface quality as well as laser pulse length 
on damage thresholds of fused silica substrates has been investigated. 


1. INTRODUCTION 


Since radiation induced damage to optical components has become a limiting factor for the 
development of high power lasers during last years, the measurement of damage thresholds for the 
optical mpaterials employed is of increasing importance to the designer of new and more powerful laser 
systems.* Being part of the EUREKA project EU 205, the damage testing facility of the Laser- 
Laboratorium Gdttingen is used in close collaboration with optics manufacturers, in order to develop 
optical components of high damage resistivity for a future multi-kW>excimer laser. Routine damage 
tests are performed within a fully automated experimental set-up ~’ 4 following the requirements of 
an ISO standard for damage threshold determination. 


Experimental details of damage testing like spatial laser beam profiling in the target plane and 
determination of peak energy densities are presented in the paper, as well as single pulse threshold 
data for fused silica substrates and high reflection dielectric coatings at 248 nm and 193 nm. In order 
to obtain a better understanding of the involved processes of laser material interaction, the influence of 
various experimental parameters on the measured thresholds has been investigated. A clear correlation 
is found between damage and temperature rise of the samples due to absorption during multiple pulse 
irradiation, as measured with a high resolution IR camera. Similarly, a relationship between surface 
roughness data and damage thresholds has been observed. We also report on first experiments with a 
pulse extension unit, which allows stretching of an excimer laser pulse from 25 ns to 200 ns in a 
stepwise tunable fashion. 
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2. EXPERIMENTAL 


Since a detailed description of the automated measuring cycle has been given elsewhere?'*, the basic 
outline of the fully computerized experimental set-up will be addressed only briefly in the following 
(cf. Fig. 1). Main emphasis is put on details as laser beam profiling and determination of peak energy 
densities. 
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Fig. 1: Experimental arrangement 


2.1 Beam control and diagnostics 


The radiation of the employed excimer laser can be almost continuously attenuated using a dielectric 
filter, which is rotated by a high resolution stepper motor (2000 steps/rev., filter transmission 2...92%). 
Thus a stepwise variation of the energy density on the tested sample is possible, followed by an 
inspection whether or not the respective pulse has caused damage. Simultaneously, temporal profile and 
energy are monitored for each laser pulse, utilizing a fast digital storage oscilloscope (Fig. 1). The data 
are transferred to the computer for evaluation of exact energy densities (see below). 


For other high power laser sources the necessary fluence values can be obtained merely by focussing 
the beam onto the sample, leading to Gaussian-like intensity distributions.. However, due to their 
high and often anisotropic divergence, this approach does not lead to satisfactory results in the case of 
excimer lasers. Therefore the same set-up is used as in most excimer laser ablation experiments, i.e. a 
demagnifying projection of a mask onto the sample surface. This has the advantage that rather flat- 
topped spatial beam profiles are achievable, and relatively large areas of a tested sample site can be 
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probed with almost constant energy density (see below). In our experiment, the demagnification factor 
is 7, leading to an increase in energy density by a factor of about 50 (imaging lens with f = 250 mm). 
The spot diameter on the target is 0.7 mm. 


2.2 Laser beam profiling 


Since local intensity spikes of a laser pulse can easily distort the measurements, a precise determination 
of damage thresholds strongly requires a means to monitor the spatial laser beam profile in the plane of 
the target surface. For this purpose a special high resolution beam profiling system has been developed, 
consisting of a UV sensitive video camera, a PC-based frame grabber and a colour video monitor. 


Broad band UV-sensitivity of the employed CCD camera is obtained by a conversion technique, as 
shown in Fig. 2: a strongly fluorescing glass plate converts incident UV radiation into the visible range 
of the spectrum, where the camera chip is sensitive. The plate has been thinned to a thickness of only 
200 wm in order to precisely determine the plane of fluorescence, which is imaged onto the CCD chip 
with a microscope objective. The linearity of the fluorescence with increasing laser pulse energy has 
been checked. This UV camera system is positioned into a plane equivalent to the sample surface, 
using a wedged beam splitter behind the imaging lens. 


In order to obtain intensity distributions of single excimer pulses (pulse length 125 ns), a 
synchronization between laser source and beam monitor is necessary. This is achieved by triggering the 
laser from the camera within a complex measuring program. The analogue video signal containing the 
profile is digitized by a PC based frame grabber (512 x 512 pixels, 8 bit greyvalues), stored in frame 
memory and displayed in real time on a video monitor. The field of view on this monitor has a width 
of 2 mm, corresponding to a spatial resolution of 4 ym or 0.5% of the beam diameter. Fig. 3 shows the 
spatial profile of a KrF laser pulse in the sample plane, as obtained by imaging of a circular aperture. 
Horizontal and vertical crossections as well as a 3D representation are displayed, indicating a rather flat 
intensity distribution without hot spots; the standard deviation on the plateau is 3% of the mean value. 


For a further improvement of the intensity profile on the sample techniques of laser beam 
homogenization have to be applied. Work in this direction is in progress. 
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Fig. 2: Experimental set-up used for high resolution excimer laser beam profiling 
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Fig. 3: 


KrF laser profile as 
measured in the target 
plane 








2.3 Peak energy density 


The most important measuring quantity in a damage experiment with pulsed laser radiation is the peak 
energy density Am on the sample. It is determined from the measured pulse energy Q and the spatial 
pulse profile in ¢ following way, realizing that the pixel grey values ix} stored in frame memory (cf. 
Sect. 2.2) are proportional to local energy densities Hy, ; 


l. Determination of the pixel with maximum grey value i,,, 
2. Computation of an effective area Acre from the following 
identity: 


2 ing * Apixel ° imax ” Aeff » 
’ 
where Apixel is the area corresponding to a single pixel. 


3. The peak energy density is then given by 


Hmax = QWAere - 


This determination is in accordance with an ISO proposal for a standardized testing procedure.> 
Moreover, the accuracy of H ax is enhanced by measuring Q and computing A for each irradiating 
laser pulse. Hence, the measuring program accounts for pulse-to-pulse fluctuations of the beam. 


2.4 Damage detection 


Laser induced damage is detected on-line by help of a video microscopy system.4 This device allows 
examination of the sample site to be tested on a monitor during the laser irradiation. Using an intense 
white light source, a dark field illumination of the sample is applied. Therefore, any micro-roughnesses 
created by the laser pulse will show up as bright spots with high contrast in the micr ic image. 
The sensitivity of this technique has been shown to be equivalent to Nomarski microscopy“, which is 
used as an off-line reference method. 


As in the case of spatial beam profiling, the video signal of the microscope camera is stored in frame 
memory of the digital image processing board on the PC, once before and once after the laser has been 
triggered. The subsequent pixelwise comparison of the digitized micrographs guarantees an unbiased 
decision whether or not the respective laser pulse has caused damage (cf. also Sect. 3.2). 


3. RESULTS AND DISCUSSION 
3.1 Damage thresholds (248 nm and 193 nm) 


Single pulse ("l-on-1") damage thresholds have been measured for a large number of high reflection 
(HR) dielectric coatings at 248 nm and 193 nm. In order to obtain general trends, the results are 
summarized in Table 1, seperated for fluoride and oxide layer systems. The comparison of these data 
shows, that for both laser wavelengths the fluoride coatings have a considerably higher damage 
resistance 9s compared to oxide systems, although their mechanical properties and long-term stability 
are worse. 


137 











Table 1: Damage thresholds of HR dielectric coatings (in [J/cm]) 


Another interesting result from Table | is the strong wavelength dependence of the measured damage 
thresholds, which can be easily explained by the higher absorptivity of all the employed coating 
materials at 193 nm. 


The single pulse damage thresholds of fused silica (Suprasil I) substrates are found to be considerably 
higher jnan those for dielectric coatings. Measured values range from, 5 to 9 J/cm~ at 248 nm and 3 to 
5 J/cm“ at 193 nm, in accordance with previously published results.” In any case damage starts at thé 
rear surface of the samples, which can be explained by constructive interference at the exit boundary. 
However, since the amount of this effect depends on the sample thickness and the probe beam f- 
number, all data quoted in the remainder of this paper refer to front surface damage. 


Ss tases heal 


In all cases of HR dielectric coatings damage is found to be dominated by defects and impurities 
within the quarterwave layers, as can be readily seen from a comparison of the digitized microscopic 
images (cf. Sect. 2.4) in Fig. 4: grey values of the same site of a HR coating are shown in a 3D 
representation, once before and once after irradiation with a single KrF laser pulse. The energy density 
was chosen slightly above threshold. Clearly, damage starts at defect sites, which are visible already 
before testing. They absorb an amount of energy from the radiation field, which is sufficient for a 
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thermal disruption of the coating (inclusion heating model!®). Following this theory, local temperatures 
in the range of a few thousand K are possible for sub-wm-sized absorbing particles. Due to heat 
conduction to the host material, these temperatures will equilibrate immediately after the laser pulse, 
making a direct measurement extremely difficult. 


However, the combined heating effect of the impurities and defects on a sample can be studied under 
multiple pulse irradiation, as shown in Fig. 5 for several dielectric coatings on Suprasil substrates 
(A = 248 nm). The macroscopic temperature rise has been measured using a high sensitivity 
thermographic camera (Inframetrics mode}, 600, A = 8-12 wm, thermal resolution 0.1K), by imaging the 
irradiated surface area of about 6x4 mm*%. Equilibrium temperaturs is reached after approximately | 
min of sub-threshold bombardment (0.5 J/cm“, 60 Hz, i.e. 30 W/cm‘). 


As seen from Fig. 5, the absolute values of AT are remarkably small (0.2 - 2K); they are plotted 
against the single pulse damage thresholds of the samples, which had been determined for 248 nm 
before the irradiation. The data indicate a clear correlation between temperature rise by absorption of 
radiation and damage threshold, in support of previously published results for bare substrates. Due to 
the higher absorption coefficient at 193 nm the heating effect is found to be larger at this wavelength, 
which is in accordance with the damage threshold data of Sect 3.1. 


3.3 Influence of surface roughness 


The influence of surface quality on the damage resistance at 248nm has been investigated for a set of 
24 fused silica samples, which had been produced as preforms for quartz fibres. All samples were of 
identical composition and had been manufactured in the same way, except for different surface 
polishes. The variations in surface quality were observable as differing defect densities in dark field 
microscopy or, more quantitatively, by measurement of the surface roughness. The latter was 
performed with a mechanical profilometer (Dektak 3030); profiles were recorded using a scan width of 
200 ym, followed by a computation of the corresponding rms-roughness values. 
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Front surface damage thresholds have been measured for all samples at 248 nm. Although the 
damaging sites cannot always be identified as already existing defects (like in the case of dielectric 
coatings), the data show a clear trend: the lower the defect density seen in the microscope, the higher 
the damage resistivity. 


This observation is supported by a comparison with the corresponding rms roughness values plotted in 
Fig. 6. In spite of the large scatter of the roughness data, a clear correlation between surface quality 
and damage thresholds can be observed: Due to the lower defect densities less radiation is absorbed on 
the smoother surfaces (rms-roughness 2-4 nm), leading to about 30% higher damage thresholds than in 
the case of insufficient surface polishes (rms-roughness 10-15 nm). Thus, as for the dielectric coatings, 
the data suggest an impurity dominated damaging process for fused silica. 


3.4 Influence of pulse length 


Although of great importance for possible scaling laws and the understanding of damaging processes, 
only very Jey well established results are available on the pulse length dependence of laser damage 
thresholds.*’** In many cases the data suffer. from the fact, that different laser sources with varying 
spatial profiles and spot sizes had to be used. 


At the Laser-Laboratorium Go6ttingen first experiments have been performed with a commercially 
available pulse extension unit for excimer lasers (Exitech Ltd., U.K.). Utilizing a multiple reflection 
optical delay line, the device allows stretching of an excimer laser pulse (248 nm or 308 nm) from its 
initial value (25 ns) up to 200 ns in steps of 25 ns. The various achievable temporal profiles for KrF 
laser radiation are compiled in Fig. 7, showing an intensity modulation of the order of 25%. By 
integration of the pulse extender into the testing facility (cf. Fig. 1), damage thresholds can be 
measured within the same experimental set-up at pulse lengths varying over almost one order of 
magnitude. 


First results have been obtained for a fused silica substrate (Suprasil I): front surface damage thresholds 
Hp were measured at 248 nm for 8 different effective pulse durations t,¢-, showing a monotonic 
increase from 5 J/cm“ at 35 ns to 11.6 J/cm“ at 205 ns. The log-log plot of the data in Fig. 8 indicates 
a power law dependence 


Hp = const. * 1 * off 


with an exponent, ‘ = 0.47. This is in very good agreement with the square root dependence observed 
by Taylor et al.** for fused silica at 308mm. However, preliminary results for dielectric coatings 
Suggest quite a different pulse length dependence of the damage threshold, which might be an 
indication that other types of interaction processes are involved. Further studies are in preparation, 
including also damage measurements with a femtosecond excimer laser system. 
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Fig. 7: Temporal laser pulse profiles achievable Fig. 8: Damage thresholds as a function of 
with stretching unit for 248 nm effective pulse lengths (cf. text) 


4. CONCLUSION 


A damage testing facility for excimer laser optics has been presented, which includes high resolution 
laser beam profiling in the sample plane as well as video microscopy for damage recognition. Using 
techniques of digital image processing, it could be shown that UV radiation damage on high reflection 
dielectric coatings is dominated by impurities and defects within the thin film layers. Inclusion 
heating is also responsible for the damaging of fused silica substrates, as can be derived from the 
observed relationship between damage thresholds and surface roughness data. In addition, the dominant 
role of the absorption coefficient for the understanding of damaging processes is emphasized by the 
correlation between damage thresholds and temperature rise, as measured with a thermographic camera 
on excimer laser irradiated HR coatings. Finally, first results obtained with a pulse stretching unit for 
excimer lasers suggest a square root dependence of fused silica damage thresholds from the laser pulse 


length. 
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Excimer Laser with Sealed X-Ray Preionizer 


36980005 The Hague EXCIMER LASERS AND THEIR APPLICATIONS in English 1991 pp 
197-199 


[Article by Vladimir V. Atezhev, Sergey R. Belov, Viacheslav S. Bukreev, 
Sergey K. Vartapetov, Alexander N. Zhukov, Ilnur T. Ziganshin, Alexander M. 
Prokhorov, Alexey E. Soldatkin, and Yuri D. Stepanov of the General Physics 
Institute] 


(Text ] ABSTRACT 


In this paper we present the description of X-ray preionized excimer laser. For this laser the special 
sealed metal-ceramic X-ray preionizer with cold cathode was constructed. The cathode was made from a 
carbon felt and had 4x80 cm* area. The discharge volume was 70x 4x3 cm? and on XeC! one provided the 
energy up to 2 J ina pulse. 


In the same discharge chamber the different type of preionizers ( spark discharges, UV laser radiation ) 
were investigated. It was shown that the output energy depends rather the electron density uniformity than 
the electron concentration. 


For the pulse energy of excimer laser increasing high uniformity discharge in large volume must be 
produced. In this case the demands upon discharge volume preionization are very strict. The main parameters 
of preionizer are the initial electrons density, it's uniformity and the preionizers action on the gas mixture life 
time. 


UV preionization by spark discharges produces high electron density ( ~ 10'° cm).! But in this system 
the electron density is not uniform because of hard UV-radiation high absorption and discreetly distribution 
of sparks. Beside the sparks produce impurities and this process diminishes the gas lifetime. 


UV preionization by laser source produces more uniform initial electron density on the level 10° cm™?.? 


But it’s not convenient because it demands the use of low ionization additives or powerful external excimer 
laser. 


The use of X-ray preionization is the best decision of problem the excimer laser to large volume and 
energy scaling because of X-rays large penetration depth. ° 


In this paper we present the description of X-ray preionized excimer laser and compare on the output 
laser parameters with the preionizers of another types. 


Fig.l shows the laser chamber with sealed metal-ceramic X-ray preionizer. The carbon cathode of 
X-ray preionizer has an area of 6x80 cm* and is placed in the electrostatic screen. The anode is W-foil 5 wm 
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thick cooling by water. The output window is manufactured from stainless steel 50 um thick. The X-ray 
preionizer was supplied by the electrostatic and getter vacuum pumps. Pressure inside the X-ray preionizer 
didn’t exceed the value 10°" Pa. The e-beam diode was fed by Marx generator with amplitude voltage up to 
120 kV with risetime ~ 100 ns. 


The laser chamber was constructed of polyamid and designed for gas pressure up to 6 atm. The laser 
electrodes were composed from two contoured shape electrodes. The flat electrodes were 80 x 40 cm? sire. The 
electrode gap was 4 cm width. 


One electrode was milled down in center to 0.6 mm thick and was covered by Al foil 0.5 mm thick. The 
cavity inside the electrode was filled by buffer gas at working pressure. 


The laser chamber windows were UV-quartz plates with antireflection coating. The plane parallel 
optical cavity was produced by 100 % reflectivity dielectric mirror and uncoated quartz plate as an output 
coupler. 

The electrical circuit of our excimer laser is shown in fig.2. The laser discharge was driven by four 
parallel circuits with magnetic switches.* The ceramic capacitors were used. The magnetic switches were 
nonlinear inductors with 40 cm* ferrite core full cross section and saturation magnetization 0,3 T. 
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Fig.1. Cross section of the laser with X-ray preionizer 
l1-laser chamber, 2-discharge electrodes, 3-X-ray preionizer, 4-carbon felt 
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Fig.2. Schematic diagram of discharge pumping circuit 
C=16nF-main discharge capacitors, Co=25nF-peaking capacitors, R-spark gap, 
+V-charging voltage, L-nonlinear magnetic switch 
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In Fig 3 the voltage waveform on the X-ray preionizer, on the laser electrode and optical pulse shape 
are shown. The maximal energy obtained was 2 J ( efficiency 1,5% ) at 4 atm total pressure Ne-base mixture 
and 40 kV load voltage. 


The output energy strongly depended on X-ray preionizer voltage. Saturation of output energy begun 
at a voltage about 120 kV ( the maximum voltage which we could produce in our experiments). 


ltis very important tocompare the influence of different types of preionizers on laser output parameters. 
For this purpose we compared the output energies of lasers with the same discharge chambers but with the 
different preionization types: X-rays, laser and sparks preionization. Spark preionization was produced by 3 
sets of 54 sparks with ihe distance between sparks 14 mm. In this case one of electrodes was changed for the 
screen electrode. The distance between sparks array and screen electrode was 30 mm. The maximum achieved 
energy in this case was |.5 J. For laser preionization the KrF laser with 400 mJ energy per pulse and 10% rad 
divergence was used. 


The experiments were performed with solid electrodes as in the case of X-ray preionization (XP) and 


with mesh electrode as in the of sparks preionization (SP) case. The output energy was saturated at 10 mJ/ cm? 
preionization density and reached 2.1 J. Some amount of additives (benzol) in gas mixture increased output 
energy non essential. 






100ns/div 


100 + 





V, kV 


Fig.3. Time histories of the voltage on the X-ray diode (solid line), discharge voltage waveform (dashed 
line), laser intensity (thin line) 


The main results of our experiments are presented in following points: 


-The output energy under XP (Exp ) and laser preionization (E_p ) was approximately the same 
(Exp~Epp~2 J) 

-The output energy under sparks preionization (Esp~1,5 J) was smaller then under laser preionization 
(Esp<Ep). 

-Under simultaneous action of laser and sparks preionization the output energy didn’t increase 
Esp+_p ~ Esp ~ 1.5J 
It can be connected with poor initial electrons density uniformity provided by sparks preionization. 
In conclusion the influence of different preionizers types on the laser output energy was investigated. 


It was found, that for large laser energy production the initial electrons density uniformity may be more 
important than the absolute value of electrons density. 
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Part Two: Laser Applications 
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[Article by Lucien D. Laude of the Universite de l’Etat Mons} 


[Text] Introduction 


Among the various laser sources available today for materials processing, excimer 
lasers have revealed through the years a formidable potential, imbedded in both 
the UV wavelength at which they emit and their actual short time of emission. 
These characteristics are responsible for a very specific chemistry, both in gas 
phase or at solid surfaces, which allows for instant processing of such diverse 
materials as hard ceramics, soft polymer, composites, metals, and semiconduc- 
tors. One of the objectives of this symposium was to precisely underline this 
diversity by calling for presentations on research activities in the broad field of 
excimer laser interactions with such materials. As evidenced in this proceedings, 
the response of the scientific community to this call undoubtedly demonstrates 
the vitality and richness of a field that is now emerging as the dominant theme of 


research in laser materials processing. 


Although fundamental aspects are still scarce, somewhat more attention is paid to 
a better understanding of the phenomenologies involved. Still, efforts are needed, 
particularly in the kinetics of physical processes. Clearly, instrumentation is not 
the unique concern here, but concept should be put forward, as, for example, in 
the UV-pulsed irradiation of polymers or in the surface chemistry of excimer-la- 
ser-irradiated ceramics. The reader will notice in the series of papers presented in 
the symposium, the outrageous attraction (and pressure ) of industrial concerns in 
a field that still needs time to establish its own fundamental machinery. The latter 
is of prime importance if, as understood, effective applications in the industry are 
at stake that require control and perspective. As in many fashionable research 
activities, and critically for one that shows so much possibility, speed and insight 
have not increased proportionately. At best, one would suggest more cooperative 
research programs in this field, mixing chemists and physicists, fundamentalists 
and engineers. This would be an answer to the current trend in contemporary 


materials research: do it fast...and well. 


147 








Excimer Laser Patterning of Flexible Materials 
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215-222 


[Article by Z. Kollia and E.I. Hontzopculos of FORTH-Institute of Electronic 
Structure and Laser, Laser Applications Laboratory] 


[Text ] ABSTRACT 


The use of excimer laser for patterning flexible materials such as polyethylene/non-woven in sheets, is reported. This 
technique is compared with two widely used non-laser techniques, rotary dies and water jet. Excimer laser processing 
parameters e.g. laser wavelength, power density etc., will be discussed in relation to the final cut quality. 


1. INTRODUCTION 


In the field of industrial patterning/drilling processes of flexible sheet materials or rolls of plastics and fabrics, most 
companies require high cadence combined with a good cutting quality. To achieve these objectives, two major types of 
technologies, based on mechanical processing by needles or blades (rotary dies or pressed) and water-jets, are currently in 
use. Despite the high processing speeds obtained there are several serious drawbacks associated with each of these 
technologies, such as a high percentage of lost material, frequent shut down time, rigorous maintenance requirements 
(particular with blades), in addition to environmental pollution and water consumption problems when water-jets are used. 
Furthermore, in several cases the quality of processing is not always up to a satisfactory standard. 


An alterative technology based on laser processing has been considered and in a few cases applied in the fabrics 
industry. The use of lasers for patterning sheets of flexible materials may offer several advantages over conventional 
mechanical methods. High-power lasers (CO7, Nd:YAG and Excimer lasers) can in principle produce clean and good 
quality cutting or hole drilling at high speeds, with computer controlled precision shaping of the cut material. 

In this paper the application of an excimer based system for patterning flexible sheet application is presented and the 
influence of basic laser processing parameters is discussed. 

2. EXISTING PATTERNING TECHNIQUES 
2.1 Rotary dies 
The oldest existing cutting techniques is the one that uses dies. There are two different type of dies. In the first case 


the die with the specific shape is pressed into the material, while in the second one, the die is around a cylinder which is 
rotated. The rotary dies are applied for simpler shapes and/or when the material to be cut is in rolls and flows. 
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This technique, rotary dies, has many disadvantages such as mechanical stress of the material, limited die life ume, 
differing specifications after each die resharpening, standard patterning shape or size with each die, not always controllable 
patterning quality, but it does present two very important advantages, simplicity and low maintenance cost. 


The cutting with dies is a contact technique which produces mechanical stresses to the material and the processing 
volume is low. The dies very often need to be resharpened due to blade destruction and this introduces size changes of the 


product, after each resharpening. 


Furthermore, cutting with dies presents low flexibility because with each die only one shape and/ or size can be cul. 
This means that a series of dies are needed for patterning shapes in different sizes and computer control can not be applied. 


2.2 Water jet 


In the past few years high pressure water jet systems have gained wide acceptance in many industnes as cutting tools. 
The improving reliability of the technique offered the possibility of its integration into the manufacturing process on the 
facuory floor. 


The principle of the water jet! technique is the use of a high pressure (as high as 60.000 psi) water beam, that 
patterns the material by compressive shear or erosive action. 


Two types of water jet systems are in use, with or without abrasive particles (eg. garnet, silica, AlyO3, SiC etc). 
The erosive acuon of the abrasive water jets are used for cutting thicker and harder materials (eg. metals, ceramics etc). 


The water jet and laser techniques are competing technologies and the final choise depends strongly on the particular 
application at hand. When pure water jet systems are employed in the specific application of our interest, they present 
disadvantages such as high water consumption, expensive system maintenance, high cost for water purification and water 
system maintenance, pollution problems due to the fiber that are included in the waste water, but in contrast the high 
working speed and the flexibility in shape changes are important advantages over the rotary dies. 


3. EXCIMER LASER BASED SYSTEM 
3.1 Laser technique 


High power laser based systems are an alternative technology and its application as cutting tool is a widely accepted 
manufacturing process in the industrial environment. There are three types of laser of great industrial importance, namely 
the CO? and Nd: YAG lasers emitting at 10.6 um and 1.06 pm respectively and the excimer laser emitting at shorter 
wavelengths (190-350 nm). The first two have been extensively used in industrial applications, especially in the 
metalworking section, while the latter appears to be a new industrial tool with great potential. 


The principle of laser cutting is based on the absorption of the laser beam into the material, which causes melting or 
decomposition and at a later stage evaporation or removal of the material. The first mechanism, absorption/ melting/ 
evaporation, can be applied to the infrared lasers (CO? and Nd:YAG), that thermally interact with maiter. The second one, 
absorption/ decomposition/ material removal, is the case for the excimer lasers and it is called ablauon, and it is a non- 
thermal interacuion. In many cases, this ablation mechanism2~4 results in a higher degree of precision than can be 
achieved with the former types of laser processing. Excimer laser processing/ patterning technology, that is of our 
interest, has successfully been applied in many ficlds*, like as instance microlithography, microsurgery and 
micromachining of materials. 


The ablation mechanism includes three stages and can be described as follows. The first stage of the mechanism is 
the absorption of the laser beam. It is well established that most of the organic materials exhibit very high absorpuon in 
the UV, which means thai most of the energy is absorbed in a very thin surface layer (0.1-0.5 ym). If the absorbed energy 
is higher than a certain threshold (energy required to overcome relaxation processes in the material), many chemical bonds 
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of the material break. This is the second stage of the ablation mechanism. Below this threshold the absorbed photon 
energy is deposited as heat. The threshold energies for the most important plastics” are in the range 0.1-3.5 Jicm2, at 308 
nm (XeCI laser). In the third and last stage of the mechanism, the products of the decomposition/ dissociation are 
explosively removed away from the irradiated region. The driving forces for this phenomenon are (1) the large increase in 
the specific volume of the fragments compared to the polymer chains they replace and (II) the excess energy of the UV 
photon compared to the chemical bond that is broken. 

Furthermore due to the short wavelength the focussability of excimer laser beam is much higher than that of infrared 
lasers allowing interesting micromachining applications. Laser technology exhibits advantages over the two other 
techniques (rotary dies and water jet) discussed before. There are no material mechanical stresses because it is a non-contact 


technique, while the cut edges are clear and sharp. The patterning shape or size can be easily changed, through computer 
control meaning higher flexibility. 


3.2 Material 

For the present application, the matcrial used is a sandwich composed of two films, polyethylene and polypropelene 
in a non-woven form. The material is in sheet form and total thickness is of the order of 50-55 pm. During the 
experiments this thin sheet was symmetrically stretched and it was not in contact with other materials. 


3.3 Experimental set up 


In Fig. 1 shows the experimental set up that was used. This comprises three main parts, the excimer, the laser beam 
delivery optics and the workstation. 
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Fig. 1 : Experimental set up for excimer laser patterning applications: 1) Excimer laser LPX 210 iF, 2) Excimer laser 
beam, 3) Beam delivery optics, 4) Patterning work station with x, y, z motions, 5) Workstation interface and 
control unit and, 6) Personal computer driving both the laser and the workstauon 


A Lambda Physik model LPX 210 iF excimer laser, emitting at 193 (ArF mixture) and 248 (KrF mixture), and a 
maximum repetition rate of 100 Hz was employed. The beam delivery optics include steering mirrors, a lens and an iris, 
and together with the workstation could deliver the excimer laser beam along the three axes (x, y, Z) under stepper motor 
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control. A Suprasil B lens of 100 mm focal length was used to image the iris onto the material. Both the excimer laser 
and the workstation were driven by an AT personal computer, where the patiern shape had been previously established. 
The maximum dimension of the work area is 0.80 x 0.90 m. 


The laser processing parameters such patterning shape, power density incident on the material surface, number of 
pulses per step, overlap percentage between the steps were altered under the computer contol. 


The evaluation of the cutting quality was performed by an optical microscope and the use of an empirical scale with 
five levels. The meaning of these five quality levels is : 
Quality 0 : The material is not completely cut. 
Quality 1 : The material is cut, but both films (polyethylene and polypropelene) have “black” edges. 
Quality 2 : The biack colour of the edges is less. 
Quality 3 : Only the polyethylene part of the material has black" edges. 
Quality 4 : Fine cut with colourless cut edges. 


3.4 Results and discussion 


| The pattern that was used during all the experiments is shown in Fig. 2a. This pattern includes all possible cutting 
directions and shapes such as straight line (horizontal, perpendicular and diagonal) and half circle. In this way resulting cut 
will average out dependences on the cutting process and material inconsistencies. 


The excimer laser processing parameters that were varied in the experiments, such as power density, number of laser 
pulses per step, overlap percentage between irradiation pulses and laser wavelength, allowed a detailed study of the cut 
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Fig. 2 : a) The pattern used in the experiments, b) influence of the power density on the cut quality (248 nm, 100 Hz, 
50% overlap and 10 pulses/step). 
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The cut quality increases dramatically by decreasing the power density. Fig. 2b shows that the cutting quality is of 
level 4 for power densities below 30 MW/cm2. In the same way, the overlap percentage is influenced by the decrease of 
the power density. (Fig. 3a, b). In Fig 3a the power density is 70 MW/cm2 and for a cut quality of 4, 90% overlap is 
needed. The overlap decreases to 60% by only changing the power density to half the above value, namely 35 MW/cm? 
(Fig. 3b). A comparison of Fig. 3b and 3c shows that the overlap percentage for cut quality 4 changes from 60% w 40% 
by using double pulses per step and the same power density. 
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Fig. 3 : Influence of overlap percentage on cut quality, at 248 nm and 100 Hz : a) 70 MW/cm2, 10 pulses/step, b) 35 
MW/cm2, 10 pulses/step and c) 35 MW/cm?, 20 pulses/step. 


Because all three processing parameters influence the cut quality to a large extent, an attempt was made to map out 
with "best combination" of the above parameters. This is shown in Fig. 4. It is clear by looking at Fig. 4a and Fig. 4b, 
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where a KrF (248 nm) and an ArF (193 nm) laser were respectively used, that the shorter wavelength (193 nm) is giving 
better results at a lower overlap percentage, while the number of pulses must be reduced (Fig. 5). 


All the above parameters have a great influence on the processing speed. Fig. 6a demonstrates that the use of an ArF 
(193 nm) laser, increases the total processing throughput. Fig. 6b shows the influence of the number of pulses per step, 
at different overlap to the processing time, using an ArF laser. 
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Fig. 4 : Excimer laser processing map: a) KrF laser (248 nm), 100 Hz and 10 pulses/step, b) ArF laser (193 nm), 100 Hz 
and pulses/step. 
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Fig. 6 : Influence of overlap percentage (a) and the number of laser pulses per step (b), to the processing ume. 
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4. CONCLUSIONS 


Excimer laser based systems can be used for patterning sheets of flexible material. Such a system, in contrast to the 
other laser and/or non-laser techniques, produces excellent cut quality with clear and sharp edges. This is a result of the 
non-thermal and non-contact interaction with the material. 


The output of an excimer laser system can be split in many parts, due to the low power density required of the 
excimer lasers, resulting in a multi-head cutting system. Of the excimer laser, more appropriate is the ArF laser (193 
nm), affording better cutting quality and a higher patterning speed. 


The processing speed achieved was not very high, limited by the "low" repetition rate of the existing excimer lasers. 
This shortcoming can be easily alleviated by using multi - head cutting system, as mentioned above. 
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[Text] ABSTRACT 


The paper describes investigations concerning the enhancement of adhesive bonding 
strength between polypropylen (PP) and adhesive on resinous basis by UV-laser-induced 
photochemical reactions. Possible mechanisms of the laser-activated processes are 
discussed. A preliminary result of the experimental examinations is the bonding strength 
enhancement of more than 5 times under certain conditions. 


1. INTRODUCTION 


For industrial application of polymers appropriate joining techniques are needed. A 
common technique to connect two samples of equal or different materials is the adhesive 
bonding. Problems with using this technique arise when the materials to be connected have 
low surface tensions. In that case, which is typical for many polymers, the wettability and 
with this the adhesion between the polymer and the adhesive is poor and therefore no 
reasonable binding strength can be achieved without suitable pre-treatment of the surface. 


To some degree the bonding strength can be enhanced through mechanical, wet-chemical 
or plasma pre-treatment of the workpieces leading to improvement of the surface 
moistening by the adhesive /1,./. Most of this methods have some disadvantages as for 
example damaging of the surface, bad controllability and pollution of the environment. To 
overcome this disadvantages it is necessary to look for new surface treatment techniques. 


2. THE ROLE OF THE ADHESION IN THE BONDING PROCESS 


A principle way of improving the bonding strength of two materials is to enhance the 
adhesion between the binding material and the solid surface /2,3,4/. Although the 
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mechanism of the adhesion is not completely clarified, one can assume on the basis of 
general considerations that the activation of chemisorption on the solid-adhesive interface 
can influence the adherence positively. 


The conditions at the surface adhesive interface can be described by the energetic states of 
a two-atomic molecule in dependence on its distance to the surface (Fig. 1). 
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Fig. 1: Potential energies in physisorbed (Ph) and chemisorbed (Ch) states /3/, 
E,, - chemisorption activation energy, E,, - dissociation energy 


The curve Ph (Fig.1) represents the potential energy of a molecule with the distance r from 
the surface. The potential energy is zero when the distance becomes infinite. Following the 
theory of van der Waals the energy has a minimum at distance r_ from the surface. When 
the molecule comes closer to the surface, that means closer to a sécond molecule, repulsion 
forces get more and more dominant. 


Curve Ch (Fig. 1) shows the energetic relations when the physisorbed molecule gets 
chemisorbed. In this case the minimum of the potential energy is much more pronounced. 
Coming back to the discussed problem this circumstance means that the chemical bonding 
(chemisorption) between the molecules at the solid-adhesive interface is much more stable 
than the physical one (physisorption). With the object of reaching such chemisorbed states 
it seems to be efficient to use UV laser radiation of suitable wavelength to activate the 
process photolytically. 
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On one hand the laser radiation pre-treatment of a solid surface in an appropriate gas 
atmosphere can result in changing the physico-chemical activity of the surface layers in 
relation to the adhesive. On another hand the direct action of the UV-laser light on the 
solid-adhesive interface can activate a chemical reaction between them leading to adhesion 
improvement. The reason for this assumption is the well known sensitivity of some polymers 
to UV light irradiation /S/. In our investigations we used polypropylen (PP) as a model 
material, because of its importance for the praxis as well as due to the relatively good 
knowledge of its behaviour unter UV-exposure. 


3. INTERACTIONS OF UV-LIGHT WITH POLYPROPYLEN 


Pure polypropylen (pp) (Fig. 2a) does not absorb UV-light beyond 200nm /S/. But 
technical polypropylen products always contain some impurities, e.g. oxidation products 
from the processing procedure, or chromophores, which bring about significant absorption 
in the UV-region. Under UV-activation these products react to form peroxy radicals 
(PPO,"), (Fig. 2b, reactions (1),(2)). 


PPO; + PPH —————~ PPOOH + PP | (3 
propagator 
PP. +O, _____-_... PPO, (4) 


2PPO, - ——————> PPOOPP + O, termination (S) 


aroO,: ————>_ ~—BTO - + O, nontermunation (6) 


O 
——_—— ~ CH, _—— Cc — CH,- + CH, (7) 
CH, > scission 


reactions 





CH, 
PPH 
L_-—. ~CH,— C —CH,~- + PP chain transfer (9) 


O 


H 
Fig. 2: Principal reaction mechanisms of polypropylen irradiated with UV-light /5/ 
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The main product of the continuing process is hydroperoxide (PPOOH), which dissociate 
photolytically to form free radicals in propagation reactions. With continuing UV-radiation, 
scission reactions and chain transfers, involving carbonyl- and hydroxyl-groups become 
more and more dominant (Fig. 2b, (7)-(9)). It has been shown in plasma treatment 
experiments with polymers that such groups strongly influence the adhesive properties of 
the surface /6/. From this point of view experimental investigations were made, irradiating 
the Polypropylen samples with UV laser radiation of different wavelength and in different 
environmental conditions, which were bonded together with an epoxid resin adhesive. 


4. EXPERIMENTAL INVESTIGATIONS 
It is known that the adherance of polypropylen (chemical structure Fig. 3a) with 
conventional adhesives is poor and so the experiments with this material are of practical 


interest. The used adhesive was a two component epoxide resin AW106-Ciba Geigy. The 
chemical structure of the binding agent and of the hardener are given in Fig.3. 


polypropylen (PP) 


-= <)> = nye CO Hardener 


Epoxy-resin 


example for a 


additiona 
hardening process 


a a 


Fig. 3: Chemical structure of polypropylen (a), of an adhesive on epoxide resin basis (b) 
and an example for a hardening process (c) 
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Characteristic feature of the binding agent is the ring-chaped epoxy-group. This ring opens 
when it comes to a reaction with the amino-group (-NH,) of the hardener during the 
hardening process /7/, (Fig.3c). The NH,-group of the hardener reacts with the CH,-group 
of the binding agent resulting in splitting off the CH,-O-bond and in formation of an OH- 
radical on this place. This process takes place additively until a complete polymerization 
(hardening) of the adhesive is achieved /7/. 


The experimental setup is shown in Fig.4. Prism shaped PP-samples with dimensions 
85x25x4 mm? were placed in a chamber with defined gas atmosphere (He, O,, air and H3O- 
vapour) and irradiated with pulsed excimer laser radiation with wavelengths of 248 nm and 
308 nm and pulse durations of 30 ns. Instead of the chamber a nozzle also was used. 
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Fig. 4: Experimental arrangement for UV-laser treatment of PP 


l:laser source; 2:attenuator; 3:mask; 4:beam-splitter; S:energy measuring device; 
6:projection objective; 7:chamber; 8:gas-inlet; 9:sample 



































In order to obtain uniform light flux density distribution in the irradiated zone a projection 
optical scheme has been used /8/. The light energy density in the treated zone of 
rectangular shape was varied from 0.1 J‘cm™ up to the surface damage threshold of about 
1 Jccm™~ by an interference mirror attenuator. The number of the irradiation pulses was 
varied from | up to 200. The wavelength varied in the range from 193 to 308 nm. 


In one experimental series the samples were irradiated through a thin layer of the adhesive 
deposited on the treated surface before irradiation. 


The result of the UV-laser radiation action on the sample surface has been investigated by 
FT-IR-spectroscopy. 


After the laser pre-treatment destructive tests with conditions in accordance with 
international standards were carried out. Therefore every two samples irradiated under 
Same conditions were stuck together with an overlap of 12,5x25 mm?. After two days 
hardening at room temperature the shear strength of the bond was determined. 
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5. RESULTS AND DISCUSSION 
In Fig. 5 some representative IR-spectra of the pre-treated samples are shown /9/. 


Comparing these spectra with that one of the unirradiated sample (Fig.Sa) shows that the 
main result of the laser radiation action on the sample surface is the formation of OH- 
groups and C=O-bindings in the PP-structure. These groups are not present in the structure 
irradiated in Helium, which means that the laser radiation activated reactions between the 
PP and the surrounding gas atmosphere. 


The photolytical character of the activation process is confirmed by the dependence of the 
results on the laser wavelength. Particularly this is clearly demonstrated with the samples 
irradiated in H,O-vapour (Fig.Sb). The height ratio of the OH- and C=O-components in 
the IR-spectrum is also dependent on the laser wavelength (Fig. Sc). Nevertheless we did 
not make quantitative analysis of the IR-spectra, it seems from their qualitative comparison 
that the 308 nm wavelength influences more strongly (in comparison to 248 nm) the 
formation of C=O-bindings. 


The experiments have also shown that variation of the energy density below the damage 
threshold or variation of the pulse number results in quantitative changes of the obtained 
results but not in qualitative ones. 


The measurements of the tensile strength of the adhesive bond of PP-samples have shown 
that the UV-laser pre-treatment under certain conditions enhances significally (up to 5 
times) its value. Some characteristic results of this measurements are presented in Table 1. 
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Table 1: Parameters of the laser pre-treatments and results of 
shear strength measurements 


Enhancement of the tensile strength has been observed in both cases - with significant 
amount of OH- and C=QO-groups on the pre-treated surface and with UV-laser irradiation 
of the interface solid-adhesive through a previously deposited adhesive layer. In the first 
case the improvement of the adhesive bonding strength could be due to introduction of 
electrically polarized groups (OH and =C=Q) into the PP-structure (Fig. 2, reactions (7)- 
(9)) leading to improvement of the physisorption (wetting) of the adhesive molecules /3/. 
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Fig. 5: FTIR-spectra of untreated and laser pre-treated PP-samples (number of pulses: 
N = 10; energy density: E = 0,7 J-cm’’) 


162 








Another possibibility could be a photolytical enhancement of the chemical activity of the 
solid surface or of the adhesive due to the presence of chemically active species resulting in 
initiation of chemisorption processes. In the second case the enhancement of the tensile 
strength could be due to direct laser radiation activation of chemical reactions 
(chemisorption) between PP and adhesive. Possible laser-activated reactions at the surface 
adhesive interface could look like the polymerization reaction (Fig. 3b), where instead of 
the hardener (the NH,-group) the CH.,- or CH,-groups in PP (Fig. 2, reactions (8),(9); 
Fig.3a) react on a similar way with * the resin to create a stable chemical binding 
(chemisorption). From energetical point of view such kind of reactions seem also to be 
advantageous /10/. Because of the better absorption at 193 nm the reactions are 
concentrated in a thin layer on the surface while at other wavelengths some products of the 
interaction (as for example black coloured centers) are identified deep into the material. 


Nevertheless the concrete mechanism of the adherence enhancement is not clear yet the 
results obtained show that in all cases it is connected with improvement of the adhesion. An 
additional indication for this results from the fracture surface after the shear streagth 
examinations. In the case of low tensile strength (No. 1,2,4 in table 1) the fracture has 
adhesive character, while a suitable UV-laser pre-treatment (No.3 in table 1) results in a 
fracture of cohesive character /9/. 


6. CONCLUSION 


The presented experiments with polypropylen have definitely shown that the adherence of 
some polymer materials can be significally enhanced by laser-induced photochemical 
reactions in the solid-adhesive interface. In order to clarify the particular nature of the 
activation mechanisms and its influenceability more detailed experiments, especially with 
shorter wavelengths (193nm, 157nm), as well as a sensitive analysis are needed. At present 
intensive investigations in this direction are going on. 
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[Text] ABSTRACT 





A 2J/20Hz XeCl (308 nm) excimer laser with a flat intensity distribution is used for processing AL,O,, Si,N,, SiC 
and AIN ceramics and short glass fibre reinforced polymers. In order to get reproducable results an excimer laser 
material processing system is built up ooueng a variable optical system, Gaeeies and a high precision xy-translation 
ye With this system modifications of the surfaces at low energy densities and the production of submillimeter structures 
at higher energy densities are investigated. Monitoring of important process and beam parameters with a diagnostic 
system is essential to get reproducable results. A CCD-camera system 1s used to measure the uniformity of the intensity 
detribution of the laser beam. The aim of the investigations is to find some correlation between beam and processing 
quality. Due to the low penetration depth of the laser beam into the material and my oe evaporation ony thin layers 
below the workpiece surface are affected and the extension of the heat affected zones keeps extremly small. The treat- 
ment of larger areasof the materials at lower energy densities results in modifications of the surface topography. Uniform 
and reproducable changes of ceramics surfaces are obtained with optimized process parameters. Various mask geometries 
are imaged onto the surface of the material by a projection technique to produce submillimeter structures. The sharpness 
of the image on the workpiece surface proves to be an important parameter for producing reproducable and small structures. 
Larger areas are machined with the help of the xy-table. The processing quality is characterized using profilometry 
and scanning electron microscopy. 


1. INTRODUCTION 





Excimer lasers prove to be powerful tools for machining coremice |” and composite materials***. They show an 
improved processing quality compared to CO,- and Nd:YAG lasers. Reasons are the efficient absorption of the 
excimer laser beam within thin surface layers and the rapid evaporation of the material. As a consequence the thermal 
load to the material is generally small. At the shorter KrF and ArF excimer laser wavelengths laser induced chemical 
processes in the maternal occur. 


An important requirement for a widely spread use of excimer lasers in a production environment is the availa- 
bility of reliable laser beam sources with 7 average power. Although applications in industry are seldom reported 
in literature , the laser manufacturers develop systems with higher average power and reliability. The XeCl-laser is 
a very interesting candidate for oh ceramics. It delivers the highest pulse energies available and optics made 
of silica can be used at this wavelength. The aim of the investigations presented here is to develop some components 
of an excimer laser material processing system containing a high pulse energy excimer laser and to present results for 
processing ceramics and fibre reinforced materials with this system. 


2. EXPERIMENTAL 





An excimer laser Siemens KWU XP 2020 is used for the experiments. It is operated with XeCl as laser gas and 
delivers 2.5 J maximum pulse energy at a maximum repetition rate of 20 Hz. The optics and the diagnostic equipment 
are mounted on an optical table, see Fig. 1. Movements of the workpiece are achieved using a computer controlled 
high precision xy-translation stage with 0.5 micron resolution. Both laser and optical table are mechanically decoupled 
from the ground to avoid errors from vibrations. Shielding of direct or diffuse reflected UV-light is edlioves by a 
housing made of PMMA. 
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3. DIAGNOSTIC SYSTEM 





The diagnostic system was developed with the aim to get a correlation between important process parameters and 
processing quality. The configuration is shown in Fig. 2. Beside the processing parameters important laser beam 
parameters are measured: These are 

- tngger point of the laser pulse 

we 4 shape and pulse duration 

pulse energy 

intensity distnbution 

divergence. 


Fig. 1: Excumertaser Matenal Processing System 
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The pulse energy of the laser beam passing the mask is measured with a calibrated Joulemeter using the transmitted 
part of the laser beam at the mirror. Fast photodiodes and pyroelectric detectors measure the trigger point and the 
Shape and duration of the laser pulses. Both types of detectors supply comparable results. Fig. 3 depicts the influence 
of the laser voltage, i.e. pulse energy, on the shape of the laser pulse. With decreasing laser voltage the maximum 
intensity and the duration of the laser pulse are smaller. The maximum intensity is reached after 15 ns in dent 
of the pulse energy. The energy measurement is used to determine the actual energy density on the workpiece. 
Computer controlled coordination of the laser and the xy-translation stage is achieved using the measured trigger points. 
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4. INTENSITY DISTRIBUTION 





Generally the size of the lasér spot and the intensity distribution in the plane of the workpiece are important parameters 
for the interaction phenomena and the machining quality of laser material processing. They are determined by the 
wavefront of the laser light and the path length, as measured for CO,-laser material processing’. As a result the 
intensity distribution in the focus plane varies and therefore the quality of cut kerfs and welding seams is not constant. 
Scanning diagnostic systems moved through the beam are used to monitor the cw CO,-laser radiation and to measure 
th intensity distribution. 


Problems in excimer laser material processing are related to some of the phenomena described above. The intensity 
distribution depends on the distance from the laser outcoupling window. Ageing of the laser gas and degradation of 
the electrodes cause inhomogenities in the laser discharge and pollution of the laser windows. The effect is that pulse 
energy decreases and the intensity distribution of the laser beam varies. As a consequence the intensity distribution 
on the surface of the workpiece that is crucial for the surface modification effects and ablation rates described below 
is changed. 


A diagnostic system is developed to measure the intensity distribution of the unfocussed excimer laser beam, since 
measurements in the lane of the surface of the workpiece cannot be made during machining. This approach is justified 
by measurements iadiosting a very close correlation of the intensity distributions in the unfoc beam and in the 
image plane on the surface. 


Two types of systems are suggested for excimer laser beam diagnostics: 

- — [tis possible to use the viele fluorescence of a crystalline plate irradiated with an excimer laser beam. Configurations 
are proposed using crystalline plates in the excimer laser beam and imaging of the fluorescence to the CCD- 
sensor . Another possibility is to couple out a part of the laser radiation to a fluorescent plate that is connected with 
a CCD-sensor”. Fhe intensity isietbaninn of the laser beam can be calculated from the measured signals. 


- An outcoupling element and a UV-sensitive CCD-sensor" can be used. 


A system is developed here that contains an weapers Tbatronent imaging optics and a UV-sensitive CCD-camera, 
see Fig. 4. The system can be used for measurements of the intensity distribution at each position of the laser path. 
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The signal amplitude of the CCD-camera correlates with the intensity of the laser beam. A calibration curve for 
the used CCD-camera is measured using a calibrated pyroelectric detector. The relation 


Ucep = 


f(Hecco) 


(1) 


where U,,,: video voltage of the CCD-camera, Hecco; energy density on the CCD-sensor, proves to be nonlinear. With 
e 


an approximation at the 50% signal vol 


tage level a linear 





Ucco = K Heccep, K = 0.47 mVem’/nJ 
| oe 
| 
| | E xcimerlaser | 
| | 
—— | 
| =f f= Mosk | 
| 
p< 
o> | 
Ko | 
Hi CCD-Comera | 
| 


s™. 

f/f ~ 

y, . 
NSN A 

< 2 
| ~\ / 
| \ 4 
| \ 
C/ ~“ 


UV-Band-F ilter 
imaging Lens 





/) Grey Filter 
A . 
—SSHYY 


Outcoupling 


Target 
Element 








| 


= 


pendency is determined with 


(2) 


Fig. 4: Beam Diagnostics with CCD-Camera 
for Measurements of the Intensity 
Distnbution of an Excimerlaser Beam 


The energy density of the excimer laser beam can be calculated from the video signal 


H, = 


R,, ~ Uceo / K 


(3) 


where R,,: reflection factor of the —re element, T,,: total transmission factor of the lens and the filters of the 


diagnostic system. Fig. 5 shows a typica 
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intensity profile of the excimer laser beam. 
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5: Intensity Profile of an 
Excimerlaser Beam 


It is measured with a scanning technique and the pyroelectric detector at a distance of 0.4 m from the laser outcoup! =, 


below. 
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the signal is an averaged value of the energy density it is very similar to the line signals of the CC 


ng system was developed. The images 


eo-tape, see Fig. 6. 


Fig. 6: Data Processing System for 


Excimerlaser Beam Diagnostics 





The intensity distnbution is shown 


as an intensity profile using the video-line-selector and an oscilloscope —o1 
as a plateau representation On a video monitor. Areas of higher intensity than an adjustable value (e.g. 70% of the 
maximum signal voltage) are displayed reversely as black areas. 


The beam diagnostic system ts used for measurements of the uniformity of the intensity distribution of the laser 
beam. The excimer laser used for the experiments normally exhibists a very high uniformuty of the intensity distribution. 
The influence of window pollution iad ansine of the laser gas 1s shown in Fig. 7. The diagnostic system proves to 
be a reliable indicator for system performance. 
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5. MODIFICATION OF CERAMIC SURFACES 





AL,O,, Si,N,, SiC and AIN ceramics are irradiated using the mask projection technique. Energy density is adjusted 
with a beamsplitter with vanable transmittance in the range 0.1 to 4.0 J/cm’. The energy densities are lower than the 
ablation thresholds’ of the materials 


A local modification of the surface topography is observed after the first pulses for both oxide and nonoxide 
ceramics, see Fig. 8 for Al,O, and Fig. 9 for AIN. The laser beam is coupled to the material at certain points on the 
ceramic surface and energy 1s absorbed. This effect is explained by grain boundanes or filler materals in the ceramic 
material, where a part of the energy of the laser beam 1s absorbed at lower energy densities. Maternal is removed and 


melting Occurs 
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SEM observations for AIN, see Fig. 10, show the smoothing effect at low energy densities and some increase in rougthness 
at higher pulse numbers and energy densities. 


Fig. 10: Modification of Alu- 
mumum Nitide Surfaces 
with Excimerlaser 
Radiation 





6. MACHINING OF DEFINED STRUCTURES 





Ablation of maternal occurs at higher energy densities. An increase in of the ablation rate with energy density is measured 
for the investigated ceramics, see Fig. 11. B 


y an appropriate combination of energy density and pulse number the ablation 
depth and the surface topography of the machined surface can be adjusted”. 


x ry er $e! le e 
4 — a 
\. J 5€ 4 or f ty : f .~ 
Ne A. Fue ae Fig. 11: Ablation Rates for Ex- 
,.  PUISE FREQUENCY cumer Laser Machining 
wr, ° of Ceramics 
x 
@ Vosk , x Y 
I er Q¢ ~ 
"y 4 . }¢ ; z yA 
4’ y eo 


The aim of the investigations descnbed now 1s to generate defined geometrical elements in ceramics with excimer laser 
radiation and to otimize machining quality and accuracy 

Beside the uniformity of the intensity distribution on the surface of the workpiece the distinctness of the projection 
is essential for machining defined submillimeter structures with excimer laser me eccly A high precision xy-translation 


stage with 0.5 um resolution ts used to adjust the correct umage ratio. Fig. 12 shows the side wall of alumina irradiated 
with 1000 pulses at an energy density of 8 J/cm’ 
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Fig. 13: Hole Generation in 
Ahwruna Cerarmes with 
Excumerlaser Rachabon 











A senes olf ape was grooved with a displacement of the workpiece and a fixed mask, see Fig. 14. The whole area 
is processed uniformly. A mask with variable aperture is used for the pyramid in Fig. 15 
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Fig. 14: Step Generation in 
Alununa Cerammcs with 
: Excumerlaser Rachabon 
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Fig. 18: Pyramid Generation 
un Alumina Ceramucs 
with Excimerlaser 
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Fig. 16 shows a glass fibs forced polymer pro d with the excimer laser. Although the matnx matenal and 
the glass fibres show different thermal propert very precise side walls are obtained. The appearance of the glass 
fibres supports the assumption that the fibs are broken during maternal ablation 
Generally the heat affected Zone | y small for excimer laser processing of ceramics and fibre reinforced polymers 
Redeposition of ablated materia nevlipat 














Fig. 16: Excimer Laser 
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7. CONCLUSIONS 





An excimer laser material processing system offers advantages for processing ceramics and fibre seanneORS Baty ners. 
The laser is a very precise tool in this system with little thermal load to the matenal. An on-line-measurement of important 
process parameters is essential for optimized poscoenen results. The developed UV-sensitive CCD-camera system is 
used for measurements of the intensity distribution of XeCl-excimer lasers with high pulse energy. Inhomogenities 
in the intensity distnbution caused by ageing effects in the laser and the optical components are detected. 


Below the ablation threshold interaction starts at certain points of the ceramic surface. At higher pulse numbers 
the surface topography is modified in a wide parameter range with the mask projection technique very uniformly. 
Homogenous ablation of the irradiated area of ceramucs and fibre reinforced polymers 1s obtained at higher energy densities 
if a uniform intensity distribution on the surface can be guaranteed. A distinct image on the workpiece is essential for 
the machining of precise side walls. Submullimeter structures can be produced by a combination of a flexible mask 
geometry and a controlled translation of the workpiece. 
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[Text] ABSTRACT 


Excimer lasers have been employed for large area surface treatment of bulk ceramics and/or ceramic coatings on a 
metallic surface. These applications are aiming in the improvement of surface morphology (eg. grain size, 
roughness, porosity e.t.c.) and properties (eg. hardness, corrosion resistance, conductivity e.t.c.). The influence of 
KrF laser processing parameters on Al2O3 ceramic samples and/or coatings are discussed in relation to the above 


mentioned surface characteristics. 


1. INTRODUCTION 


Ceramics and ceramic coatings are becoming increasingly important as industrial materials due to their better 
properties eg. toughness, strength, chemical inertness, low thermal expansion e.t.c., in comparison to the metallic 
materials. The end use applications‘!) of ceramics and ceramics coatings include the automobile and jet aircraft 
industries, where they are used in heat engines and heat exchangers or as wear parts and machining tools, but also 
medicine (bioceramics) and the microelectronic industry. 


Besides the already developed processing techniques (eg. sintering, hot pressing, injection molding e.t.c.) several 
new techniques !) will enable the production of ceramics and ceramic coatings with improved properties and, in some 
cases, at less expense. Among these new processing techniques is the laser surface treaument. 


Lasers have been successfully used for processing of metals/alloys for many years while their application for 
ceramics became a pole of attraction for research and development during the last years‘2-!4). The photon energy of 
the laser beam can be provided in a temporally and spatially controlled manner. The laser surface treatment is a 
contact free and clean process which can produce surface propertics that are difficult to be achieved by other 
techniques. 


Excimer lasers(6-9. 11-14) present certain distinct advantages for material processing applications in comparison 
to the other types of lasers (eg. Nd-YAG, CO?). They emit in the ultraviolet region (150-350 nm) of the spectrum, 
where the reflectivity of most metals and ceramics is lower, than at longer wavelengths, and the absorptivity higher. 
In addition, ultraviolet laser beams can be focussed more tightly and produce higher structure resolution 
Furthermore, since ultraviolet photons are more energetic (3.5 to 7.9 eV.), they interact non-thermally with 
molecular materials and generally may induce photochemical reaction. 
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In this work a KrF excimer laser was used for the surface weatment of bulk a-alumina samples and alumina 
coatings. The aim of this work was to investigate methods for improving surface properties and to develop elecuical 
conductive regions/patterns on the ceramic surface. 


2. EXPERIMENTAL 


Al203 ceramic surfaces were laser treated by means of a Lambda Physik (LPX 210i F) excimer laser 
emitting pulses at 248 nm (KrF mixture) with 29 ns duration and a maximum repcution rate of 100 Hz. The laser 
beam was imaged onto the sample surface by a 10 cm focal length cylindrical Suprasil lens, giving rise to power 
densities up to 450 MW/cm? on the sample surface. The sample surface was laser treated by moving the sample 
along x and/or y axes, under stepper motor control, in front of the laser beam. 


The laser processing parameters such as power density incident on the sample surface, number of pulses per 
step, repetition rate, overlap percentage between the steps and sample motions were computer controlled. 


The types of samples that have been used, are a-alumina and Al203 coaungs on a metallic substrate. The a- 
alumina samples were prepared by the tape casting method and they were heat treated in an oven at 1600°C for 4 
hours. The AlgO3 coatings were deposited on the metallic substrate by the plasma spraying technique. The metallic 
substrates were either Cr-Ni steel or Ti alloy. All samples were cleaned in an ultrasonic acetone-alcohol 3:1 solution 
for 15 min and then air dried, before laser treatment. 


Optical and scanning electron microscopy and x-ray diffraction analysis were employed to study the surface 


morphology and phase changes. Also microhardness and electrical conductivity measurements were performed on the 
sample surface. 


3. RESULTS AND DISCUSSION 
3.1 Surface treatment 


3.1.1 Bulk ceramics 


SEM examination of the a-alumina samples after KrF laser (248 nm) irradiation shows a surface 
smoothening(®-!4) (Fig. 1). The decrease of the surface roughness follows the increase of the laser power density up 
to a value of about 200 MW/cm2 and then starts to increase again duc to material removal. Fig. 2 shows that the 
grain size is also affected by 
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Fig. 1 Surface smoothening after KrF laser irradiation a. untreated surface b. laser reatn 
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[he thickness of the molten layer is in the range of 8-12 um, depending on the laser 
while a slight influence due to the laser treatment can be observ 


X-ray diffraction analysis demonstrates an orientation of aG-alumina peaks at power 
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Fig. 3. X-ray diffraction analysis spectrum, of alumina surfaces treated with diffcrent KrF laser pulse per step: 
a) untreated, b) 50, c) 100, d) 500 and e) 1000 pulses/step. 


Microhardness measurements before and after laser weauncnt show a slight bur nor significant increase of the 
hardness. In contrast, the toughness of the irradiated area is improved. This can be concluded by the nonexistence of 
microcracks after the diamond intrusion in the laser treated arca, in comparison with the non laser treated. 


3.1.2 Ceramic coating 


The alumina coatings produced by the plasma «pray technique present a high degree of surface porosity. The 
purposes of the laser treatment are to produce surface layers with reduced porosity and fine microstructure which will 
influence the corrosion resistance and to increase surface microhardness. Furthermore another aim of the laser 
treatment is to enhance the adhesion of the ceramic coating by diffusing part of it into the metallic substrate. 


After KrF laser irradiation, the optical microscope shows that the surface become smoother while the porosity 
decreases dramatically. When the laser power density increascs the surface layers melt producing a homogencous layer 
with fine microstructure while in the same ume the number of microcracks reduces as well as the porosity (Fig. 4). 
At even higher laser power density (>250 MW/cm2) a surface pattern appears on the surface which increase the 
Surface toughness. 


The x-ray analysis shows that there is an orientation of the surface layers after excimer laser treatment. Also the 
microhardness measurements shows an increase as the power density increases reaching a value of 1450 HV, while 
the value of the untreated surface is 1080 HV. 
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Fig. 4 KrF laser irradiauon of alumina coating on a metalic substrate (100 MW/cm2) 


3.2 Conductive patterns 


An exciting new applicauon' 15) of great Current interest is the use of excimer laser direct irradiation of ceramics. 
This application of excimer laser under specific caperimental conditions leads to a dramatical change of the electrical 
conductivity of the ceramic surface. This is demonstrated in Fig. 5 for an a-alumina sample at different laser 
intensities. 
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Fig. SS) Electrical conductivity measurements On @-alumina: after KrF laser irradiation under air, at different laser 
) . ) ; , ’ ) 
power densities: a) untreated, b) 150 MW/cm?, c) 200 MW/cm?, d) 250 MW/cm? and e) 300 MW/cm4 


Increase in the power density, the number of laser pulses per scanning step and the number of laser scans over 
the sample, produce a decrease of the surface resistance (Fig. 6a,b,d). Most important seems to be the influence of the 
number of the laser pulses and laser scans deposited on the ceramic material. The reason for that may be the 
consequent increase of the affected depth. Fig 6¢ shows that the increase of the repetition rate leads to a negative 
effect. This means that the low repetition rate (~ 1OHZ) gives lower surface resistance 

Very important role in the change of the surface clectrical conductivity plays the atmosphere in which tie 


excimer laser weaument takes place 


Similar experiments have been carned out with a Nd-YA r. These experiments show that there 1s a slight 


change of the surface conductivity which ts of the same ord ide with the untreated surface 
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Fig. 6 Effect of the KrF laser processing parameters on elecurical conductivity of a-alumina, weated under air: 
a) Power density, b) No of laser pulses per scanning step, c) No of scans, and d) repetition rate. 


4. CONCLUSIONS 


Excimer laser weatment of ceramic material (bulk or coating) under specific condiuons, improve the surface 
morphology by reducing the roughness, the porosity and the density of microcracks at the surface. These results may 
influence a lot the surface processes and finally improve the resistance to corrosion/erosion, primarily due to a 
reducuon of the available surface area. 


In addition, excimer laser surface wreatment produces positive changes in the microhardness and toughness of the 
ceramic matenal surface, as well as material orientation and new phases formauon. The latter, together with possible 
photochemical changes of the surface chemical composition incrcascs the surface electrical conductivity which could 
be an important potential industrial application. 
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plates mm thick) by multipulse (100 to 500) Xe 
excimer laser (j=308 nm) irradiation in N2 and NHs atmospheres 110 
mbar at a laser fluence of “1 J/cm* and repetition rate cf SO Hz. 
with careful experimental precautions against oxvgen contamination 
After irradiation the samples were examined by scanning and transmis 
sion electron microscopy. analyzed by Rutherford backscattering and 
nuclear reaction techniques and by x-ray diffraction spectroscopy 

ll the experimental results point to the formation of pure titanium 
nitride layers without any detectable oxide phase 
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noticed of the nitrogen content as a result f the increase t the 
number or laser pulses This is true for both the ases t lrradi3- 
tions erformed in Na and NHa atmospheres. However this increase is 
faster in the case cf irradiation performed in Na atmosphere. We lso 
observe that the oxygen ontent 1S kept at a quite low level in both 
cases Ine also remarks a small amcunt f atoms which are partially 
removed or pushed t the bulk by the laser lrradiatior 


. but 1t 1s substanti 
Samples when n=500, especially when irradiation is performed in Ne 
atmosphere. In this last a" 

Samples is considerably increased. We think that this behaviour can be 
due to a combined effect of the lower temperature reached in this case 
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Sample bulk under the action of the temperature gradient Since Tl is 
known to be a good ox 


—_ - - . —~ —T, . ~a) ~ 5 r ; ; . ! 
It must be also observed that in our experimental condition N nd 


4 ~ om _—_ ~ ~~ Yay = r , , ls , 
O atoms are detected with nearly nstant efficiency ver a limited 
thickness of about 400 nm, due t the decrease of the 1.f cross sec 

~ ~ ~ > '% v= ~ } , Cc ¢ Le» . . } . \ ~ 
tion for deuterons wlth enerey delow 3 Ke\ This lid explain the 


apparent saturation of the nitrogen amount when the number > f 


subsequent laser pulses is increased up t I S the intormation 
acquired with the NRA technique 1S ¢t be referred to the tor ft the 


compound laver formed as a result of multipulse laser irradiation 
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The colour of the areas submitted to multipulse laser irradiation 
turns from brieht Frey (characteristic cf titanium samples) to pale 
and then to intense yellow (charact ic to TiN) after the action of 
the fir S 
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The surfaces of the samples irradiated in NHs seem to be covered 
With tightly packed grains. formed as a result of the multiple nucle 
ation sites that occur during solidification. The microstructure of 
the polycrystalline matrix developed as a result of laser irradiation 
1s very compact and pores are rare and very small. The ones of Fig. 4a 
were searched to focus the image. In contrast, the surface microre- 
liefs are much more complicated and considerably deeper on the surface 
lrradiated in ambient Nz. as evident from Fig. 4b. 


D 


TEM investigations were performed on Ti 0.14 mm samples submitted 
to 100 laser pulses in both Nz and NHsa atmospheres and to 500 laser 
pulses in Nz atmosphere. 


A bright field TEM micrograph of a zone of a 0.14 mm thick sample 
Submitted to 100 laser pulses in NH=w evidences (Fig. Sa) the formation 
of microcrystals with a mean dimension of 40 nm, uniformly dispersed 
into the reacted layer, together with some larger (~100 nm) islands 
The corresponding SAED picture (Fig. 5b) shows a number of spots dis- 
tributed along circles. The circles confirm the polycrystalline nature 
of the reacted layer, while the spots are related to the relatively 
large dimensions of some microcrvstais. The relative -Spacings are 
reported in Table 3. From the data of Table 3 it clearly results that 
the reacted layer is mostly formed by TiN polycrystals with cubic 
structure (osbornite) and lattice parameter a=0.424 nm. Traces af the 
Tiz2N phase, with tetragonal structure and lattice parameters a=0.49452 
nm and c=0.30342 nm can be inferred from four very weak rings. We note 
that the intensity of the rings in SAED pictures iS proportional toa 
the volume density of the respective phases. 











a b 


Fig. S. TEM micrograph (a) and the corresponding SAED image (b) of a 
0.14 mm thick Ti sample submitted to 100 laser pulses in NHa. 
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Table 4. Comparison or the measured d-spacing (dm) in a Ti O.14 mm 
Sample submitted to 100 laser pulses in Na with the tabulated d-spac- 
inzZzs (de for TiN and TiaN:;: N indicates the circles, starting from the 
Inneérmoest one; Miller indexes hkl are also given in the last column. 
N Um mm) tsi‘ ié‘C; Me nm ) 7 7 

TiN hkl TiaN hkl 

1 0.26 --- --- 0.2586 O11 

< 0.244 0.244 111 --- -- 

3 ). 2278 --- --- 0.2292 111 

QO.2117 QO.212 200 --- --- 

s O.1760 --- --- 0.1788 211 

6 O.149S 0.1496 Z20 --- --- 

? 0.1359 --- --- 0.1371 32C 

. 0.1279 0.1277 311 --- --- 

9 0.1227 0.1223 ye pe 4 - -- 

10 0.107 0.1059 400 --- --- 

11 0.0976 0.0972 33 --- --- 

12 0.0957 0.0948 420 --- — 

13 0.0867 0.0865 422 --- --- 

14 0.0825 0.0816 333/511 --- - 

15 0.0764 -- — 0.0764 33 

16 0.0731 --- --- 0.072S O24 


gards the sample submitted to 500 laser puls 
€ structure of the matrix is shown (Fig. 7a) t 
te large dimensions. The SAED picture (Fig. 
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Fie. TEM micrograph (a) and the correspondi 
O.14 mm thick Ti sample submitted to 500 1 
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evidences the growth of a polycrystalline phase. In fact, also in this 
case the spots are distributed along laterally broadened circles. The 
relative d-spacings are reported in Table 5S. 


Table S. Comparison of the measured d-spacing (dm) ina Ti 0.14 mm 
sample submitted to 500 XeCl laser pulses in Ne with the tabulated 
d-spacings (de) for TiN; N indicates the circles, starting from the 
innermost one; Miller indexes hkl are also given in the last column. 


N dm (nm) de (mm) hkl 
1 0.2470 0.2448 111 
2 0.2123 0.2120 200 
3 0.1509 0.1499 220 
4 0.122 0.1224 22d 
5 0.0969 0.097 331 

0.0948 420 


From the data of Table 5, one sees that the diffraction pattern is 
Clearly from TiN polycrystals. In fact the measured d-spacinges (dm) 
agree very well with the tabulated??? ones (de) for TiN. Consequently. 
TiN was identified with a cubic structure (osbornite) and a lattice 
parameter of a=0.424 nm. In contrast. there is no evidence of differ- 
ent phases of titanium nitride or of titanium oxide. We also remark 
that the points along the circles indicate that the dimensions of the 
TiN microcrystals are relatively large. The other points, regularly 
placed around the centre are due to the crystallized Ti matrix. 


On the samples which were submitted to the action of n=100 laser 
pulses, TizN was identified besides TiN. TizN was present in a 
relatively larger amount in the compound formed on Ti surface in NHsa 
atmosphere. 


The conclusions of the SAED analyses are sustained by the results 
of x-ray diffraction investigations. In fact. TiN peaks clearly detach 
from the random background of the recording. In this case also, no 
traces of oxide were identified. Small peaks from TizaN can be seen 
only in the spectra obtained from samples submitted to a low number 
(n=100 - 200) of laser pulses. 


4. DISCUSSION 





The experimental investigations have proved that we succeeded to 
synthesize titanium nitride by multipulse excimer laser irradiation 
in both nitrogen and ammonia atmospheres. The reacted layers were 
hard, adherent to the substrate and contained no detectable quantities 
of oxides. Oxygen could be identified as traces only by NRA. The 
nitridation process is cumulative, since the amount of synthesized 
nitride increases with the number of subsequent laser pulses directed 
to the same irradiation site. Accordingly, the thickness of nitrided 
layer aiso increases with the number of subsequent pulses. while the 
Quality and the structure of the synthesized compound improves. 
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Numerical -omputaticons of the temperature which if reached on the 
Surface during the action of the first pulse in the laser pulse 
series, which were performed i solving the heat diffusion equation?= 
indicate that the nitridation reaction is initiated in our experimen- 
tal condition in ae liquid " pha se. The power density with the first 


laser pulse seems to be sufficient to melt the sample surface down to 
a thickness of about 200 nm. The surface remains then in a molten 
State for about 100 ns. The computer data indicate also that the suc- 
cessive pulses produce a deeper meltdown of the sample surface and an 
ever higher bulk temperature of the sample. After about 100 subsequent 
laser pulses, the surface layer of the 0.14 mm thick Ti samples does 
not resclidify between two successive laser pulses and the nitridation 
reaction goes on entirely through a molten phase. We also noticed the 
formation of an optical breakdown at the sample surfaces as 4 
consequence of the laser pulses. The high pressure of the expanding 
vapour and breakdown plasma acting backwards on the irradiated area, 
as well as the development of surface instabilities of various nature 
on the molten surface ‘capillarity waves. the generation of surface 
periodical structure as an effect of the interaction of the laser 
light with surface plasmons?*?- 3#*), could result in the initiation of 
a turbulent motion?*® in the molten layer. This behaviour can be 
responsible of a strong gas enrichment of the molten layer, since this 
motion could drive fresh gas towards molten, but not saturated, metal. 
By means of the turbulent motion of the molten metal, effective velo- 
cities of gas diffusion into the melt are allowed, which largely 
exceed the magnitude of nitridation velocities which are obtained by 
conventional thermodynamic treatments. This could be the main mecha- 
nism which, followed by pyrolitic dissociation of the nitrogen- 
containing molecule, allows for the synthesis of rather thick laye2rs 
ef compound, avoiding the limitation of the gas access to the reaction 
area, which is the growth limiting factor that strongly inhibits, 
under normal (non-laser) conditions, the continuous growth of nitrides 
on titanium surface. In fact, the thin nitride layer, which is chemi- 
cally inert and thermally very stable, acts like a shield against the 
access of the gaseous phase to the reaction zone. Then, the chemical 
reaction gets saturated in time and finally stops after the formation 
of a compound having a thickness of a few nm only *©. It iS apparent 
from Figs. 3 and 4 that the liguid layer is much more perturbed when 
the laser irradiation is performed in Nea than when it is performed in 
NHs atmosphere. Consequently a thicker compound layer is formed in No 
atmosphere. having a richer content in nitrogen. Also. the surface 
reacted layers cf the Ti samples submitted to multipulse laser irra- 
diation in NHsw atmosphere are richer in Ti than the layers formed, 
under identical irradiation conditions. in N= atmosphere. This fact 
could be also due to the higher content in atomic nitrogen per mole- 
Ss with the molten metal in this last case. 


cule of the gas which mixe 

We also observe that the small amount otf TisN compound, which is 

formed in the early stage of irradiation is rapidly transformed to TiN 

as the irradiation, and hence the heating. of the Ti samples goes on. 
New xperiments, comprehensive of spectroscopic investigations of 

the breakdown Aires are in progress to get a better understanding of 

the complicated kinetics of this laser-promoted nitridation process. 











in 


CONCLUSIONS 





By a proper improvement of the laser irradiation conditions, we 
synthesized very pure. hard and adherent lavers of TiN by multipulse 
laser irradiation of Ti samples in either Nea or NHsa atmospheres as a 
very important progress in comnparison to our previcus works’"?, we 
emphasize the complete absence of oxide and/or oxinitride formation. 
The nitridation process is more efficient in Na atmosphere than in NHs 
atmosphere. but in the later case the surface layer is less perturbed. 
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In Situ Growth of Y,Ba,Cu,0,. Thin Films Using XeCl Excimer and Nd:YAG Lasers 


36980005 The Hague EXCIMER LASERS AND THEIR APPLICATIONS in English 1991 pp 
280-291 


[Article by Mireille Gerri, Wladimir I. Marine, and Yves Mathey, of URA CNRS 
783 and Marc Sentis, Philippe C. Delaporte, Bernard Fontaine, and Bernard 
Forestier of IMFM UM 34/CNRS] 


(Text ] ABSTRACT 


Thin films of Y;BayCu30,_, were deposited via pulsed laser ablation onto MgO and YSZ 


(Yttria-Stabilized Zirconia) substrates. The use of an IR Nd:YAG laser leads to nonstoichiometric 
deposition. The best quality superconducting films were deposited by means of UV excimer laser 


ablation (A = 308 nm). These films were strongly orientated with c-axis perpendicular to (100) 
substrate. The film quality was found to be strongly dependent on substrate temperature, oxygen 
pressure, sample cooling rate and laser fluence. The deposition process was characterized by the time 
resolved spectroscopic measurements of the emission from YO molecules. 


1. INTRODUCTION 


During the past few years numerous techniques have been developed to grow high temperature 


Superconducting films. | These techniques include sputtering, electron beam co-evaporation, ion beam 
evaporation, CVD and pulse laser ablation. Generally, after the deposition, a high temperature treatment 
at 800-900°C in flowing oxygen is necessary to improve the superconducting properties. However, the 
high temperature process degrades the film morphology. Indeed, the crystallographic inhomogeneity and 
grain boundaries are important limiting factors of the film quality. 


The pulse laser ablation (PLA) is compatible with the reactive gas environment and has the 
advantage that smooth superconducting films having a orthorhombique structure can be grown in situ at 
temperature 600-700°C without high temperature post annealing. Actually the development of the high 


power and high repetition rate excimer laser? opens a possibility for the technological application of PLA 
to produce single-phase films over larger substrate areas. However, the solution of the processing 
control problems depends on an understanding of the basic physics and chemistry associated with laser 
beam-target and particle-particle interaction during PLA and film growth. 


In this paper, we describe the results of laser deposition of Y ,BayCu3O+_, thin films using 
either Nd:YAG or XeCl excimer laser. In particular, the effects of the substrate temperature, oxygen 
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Pressure cooling rate and laser parameters (wavelength, energy) on the quality of “in situ” deposited 
iilms were studied. The dynamics of the laser induced plasma (LIP) was monitored by optical ume of 
flight measurements. 


2. EXPERIMENTAL 


For the film deposition, we used two kinds of laser, UV and IR lasers. UV laser was an X-ray 
pre-ionized discharged pumped excimer XeCl (A = 308 nm). The laser was operated at 5 Hz with 40 ns 
output pulses. The pulse energy was 1-8 J/em*. A pulsed Nd:YAG (A = 1.064 jum) laser was used to 
produce a pulse train of 35 ps (FWHM) pulses, with 9 ns time separation interval. The full pulse train 
duration was about 90 ns, with a 1 Hz repetition rate. 


The films were prepared in a vacuum chamber with a base pressure of less than 10°© mbar 
maintained by a turbomolecular pump. The target was in the form of a disk (13 mm in diameter, 1.5 mm 
thick). The superconducting targets were processed with the usual procedure of mixing, calcining, 
regrinding and sintering. The laser beam was allowed to impinge on the target at an oblique angle of 40°. 
It was focussed on the target to a spot of about 300 zm (FWHM). The target was constantly rotated 
during the deposition. The films were deposited on YSZ (yttria stabilized zirconia) and MgO single 
crystal (typical sized 10x10 mm) with (100) orientation. The substrates were mounted on the heater 
block at 3 cm from the target and could be heated up to 800°C. During the deposition, oxygen was 
introduced at a distance of about 2-3 mm from the substrate. Equilibrium oxygen pressure in the range 
50-600 mTorr was maintained in the system during deposition. 


For the characterization of the deposition process, visible emission spectra from the laser induced 
plasma were studied. The plume of emitted particles from the target was always perpendicular to the 
surface regardless to the incident laser beam angle. Emission was detected through a glass window at 
90° from the target surface normal. The optical emission was imaged through two lenses and a prism 
into the 100 um slit of a spectrometer. The spatial and the spectral resolutions were respectively 150 [im 
and 2 A. The time dependence of the intensity of the plume was studied by using a rapid photomultiplier 
tube (2 ns rise time). The signals were recorded on a Croy 5450 storage oscilloscope. During the 
deposition, the optical system could be translated to monitor different zones of the laser plume. 


The films were analysed by scanning electron microscopy (SEM), high resolution electron 
microscopy (HREM), X-ray fluorescence and X-ray diffractometry to study the morphology, 
composition and the crystallographic structure. The superconducting properties were controlled by 
resistivity measurement as a function of temperature, using the conventional four point probe technique 


3. RESULTS 
3.a. Films properties 
All the films prepared from a 1-2-3 stoichiometric target by the Nd:YAG laser evaporation were 


systematically low in Ba and Cu contents. The Ba and Cu deficiencies were found to increase with laser 
fluence. Stoichiometnc films were prepared from a 1-2.4-4.2 composition target. The optimum 


deposition rate and target irradiance were 1-1.5 A/pulse and 8-15 J/cm? respectively. We observed a 
very strong influence of the substrate temperature on the film properties. The films evaporated at low 
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temperature (T = 400°C) were insulating, amorphous and extremely reactive to the ambient atmosphere. 
The films prepared at a substrate temperature of about 650-750°C were partially crystallized and 
conducting. After annealing in flowing oxygen, none of these films ever exhit ited any superconducting 
properties. The dependence “of resistivity upon temperature indicates clearly the semiconducting behavior 
of these films. Most of the films were deposited on a Substrate heated to 450-550°C. They were 
disordered or poorly crystallized and few conducting. A post annealing process of these films in flowing 
oxygen at | atm. has resulted in superconducting films with a critical temperature (T,,) of about 75-85°K. 


The best annealing cycle found in this experiment is the following : rapid heating up to 850°C, hold at 
this temperature during 40 min., followed by slow cooling (2°C/min) to 400°C, with 1-2 h stay 
temperature, and then slow cooling down to room temperature. 


Analysis of the film morphology by SEM shows numerous spherical particles embedded in the 
films. The particle size was about 0.5-5 um. Density and size of particles were dependent upon laser 
fluence and spatial position on the film. Another deficiency of IR laser ablation is the use of non 
stoichiometric-targets. We observed an evolution of the target surface composition during the deposition 
due to the fact that the IR laser ablation rate is different for the target components. Moreover, the target 
heating by laser irradiation and by emission from substrate heater causes the diffusion of Cu and Y on 
the surface. This leads to the different oxide phase formation. In this case, the composition of ablated 
product is not homogeneous during the deposition process. 


The deposition of YBaCuO films b: an U.V. excimer laser, contrary to the deposition by IR 
laser, shows the stoichiometric evaporation from a 1-2-3 superconducting target. Two kinds of 
deposition were performed : 

i) deposition in vacuum (10°© Torr). This process has required a post annealing of the films in 
oxygen. 

ii) deposition “in situ” in an oxygen ambient environment. In this case, the films show 
Superconducting properties without any additional treatment. 


The films deposited at low temperature (550°C), without oxygen, were poorly crystallized and 
few conducted, like the YAG deposits. After annealing in flowing oxygen, they exhibit a 
superconducting behavior. In this case, the resistivity curves as a function of temperature show a 
metallic behavior and the T, onset was relatively high (78-80°K). An optimal annealing cycle for these 


films consisted of heating at temperature of 820°C, during 20 min, followed by slow cooling to room 
temperature ; oxygen pressure was | atm. 


The films deposited in oxygen ambient were directly in situ superconductor. The deposits were 
produced at different substrate temperatures (620-700°C) and different oxygen pressures (50-600 


mTorr), and then rapidly cooled down to ambient temperature at high oxygen pressure (2.6 104 Torr). 
Figure 1 shows the resistivity change for a film deposited on MgO at 700°C in an oxygen ambient of 
500mTorr and rapidly cooled (15 min) under 2 bars of oxygen. The onset for the resistance drop was at 
~85 K and the zero resistance was achieved at = 82 K. The resistivity ratio at 300°K and at 100°K was 
3.2. The deposition under high oxygen pressure allows a good incorporation of oxygen during the film 
growth. This can explain the narrow transition and the good metallic behavior before the transition. 
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Fig. | - Normalized resistivity as a function of temperature. Deposition oxygen pressure and substrate 
temperature were 500 mTorr and 700°C respectively. 


The superconducting quality depends on the deposition and cooling parameters, the laser fluence 
and the geometrical disposition. The Table 1 shows the representative values of the critical temperature 


onset (T,), the superconducting transition width (ATggq_j qq) and the resistivity ratio at 300°C and at 
100°C (R 399/Rj 99) Of the in situ deposited films. T, and Po, are the substrate temperature and the 


oxygen pressure during the deposition. 


Table 1 : Transient parameters of in situ deposited films 








Subst. Fluence Ty Po, Tonset Tog%- 10% R39 /R 100 
Jem? , mTorr *K K 

MgO 4 620. 120 

MgO 4 650 120 84 2.5 2.3 

MgO 4 700  ~=—-:120 55 10 1.6 

MgO 4 700 500 85 3 3.2 

YSZ 4 700 120 88 4 2.1 

MgO 2 650 120 89 1] l 
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b) Time of flight (TOF) measurements 


The deposition process was controlled by real-time optical emission spectroscopy diagnostics. 
Changes in ablation parameters, such as laser energy, oxygen pressure and shot number, are reflected by 
variations in the optical emission from species in the laser induced plasma plume. 


The emission spectra under excimer laser irradiation are similar to the one observed previously >, 


It can be seen that spectra are quite rich, composed of many lines and bands characteristic of the different 
elements from the target. The temporal behaviour of the emission was studied by TOF measurements. 
TOF spectra given by a slice of the plasma plume were recorded for all detected species versus distance 


from the target. The typical shape of the TOF spectra in vacuum of Y° (A = 410.2 nm) at energy 4 J/cm? 


is shown in Fig. 5. At the distance of about 1 mm from the target surface, a relatively narrow spatial 
distribution of the particles is established. At greater distancies, we observe the broadening of the TOF 
spectra which is determined by the broadening of the velocity distribution. The most probable particle 


velocity (V ,,) was measured as the inverse slope of Tg versus distance, where Tq is the time of flight 


following a laser pulse at which the emission intensity has a maximum (the first spike of the TOF spectra 
recorded at distances more than 3 mm is due to laser scattering and can be used as a time marker). 


Intensity (A.U.) 
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Fig. 5 - Time of flight spectrum of Y" (A = 410.2 nm) as a function of distance from the target surface. 
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The main results of the velocity measurements are the following : expansion velocities of the 
monoatomic species are 1-2 10 cm/s with weak dependence versus 1/M and laser energy, where M is 


the atomic mass ; V,, ~ po where P is the oxygen pressure in the preparation chamber and 8 is a 
coefficient depending on the particle position from the target. 


Recent measurements of the particle velocities during picosecond laser ablation of 1-2-3 
YBaCuO target show that the expansion velocity is proportional to 1/M. Observed V m distribution 


versus atomic mass, after nanosecond excitation, reflects very large temperature dispersion of the ablated 
particles due to the dynamics of the target heating and, probably, due to the inverse bremsstrahlung 


absorption” ; 


The superconducting properties of the films strongly depend on the oxygen stoichiometry within 
the orthorhombique superconducting structure. There are two ways of the oxygen incorporation in the 
film. The first one is a direct oxygen diffusion from the ambient gas into the film during deposition and 
the cooling step. The second one is a chemical reaction of the ablated particles and oxygen during the 
particles’ flight from target to substrate or direct ejection of the oxide molecules (YO, BaO, CuO). From 
the spectroscopic studies, we found that the emission from diatomic metal oxides, in particular emission 
from YO molecule, can be very useful to monitor the deposition process. Fig. 6 shows emission 


intensity variations of neutral Y°, ionized Y* and YO as a function of laser fluence. Comparing the 
variation of the emission intensities from the monoatomic species and YO, we can see that the yttrium 
oxide concentration decreases relative to monoatomic species as the fluence is increased. 
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Fig. 6 - Emission intensity of Y°, Y*, Cu and YO versus laser fluence. Oxygen pressure was 160 
mTorr. The dashed and dotted line is drawn for the purpose of visualisation. 
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Similar observation has been made by Geyer and Weimer® during YBaCuO target ablation by 


ArF excimer laser (A=193nm) in vacuum. We believe that this effect is determined by thermal 
decomposition of YO molecules on the target surface. 


Fig. 7 shows the variation of the intensity of YO, Cu° and Cu** emission versus the number of 
laser shots. In this experiment, the target rotation was stopped and the same target surface was irradiated 


with a laser fluence of about | J/cem*. From this figure we can see that the emission intensity from YO 


decreases sharply after about 100 laser shots contrary to a weak change of emission from Y* and Cutt 
atoms. It seems that the observed accumulating effect on the YO emission under low laser irradiation 
supports our assumption of the thermal decomposition of YO molecule. However it is not excluded that 


this effect may be explained by the creation of a deep crater in the target surface’ with the result that the 
temperature of the plume is higher in the crater than on a flat surface. As a consequence, the molecular 
species can be dissociated more easily. 
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Fig. 7 - Variation of the emission intensity from YO (A = 597.2 nm) ; Y* (A =410.2nm) and Cu** 
(492.7nm) as a function of the number of laser shots. The same target surface was irradiated with 
successive laser pulse. Laser energy was | J/cm?. 
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Fig. 8 shows a variation of the emission intensity from YO molecules along the axial direction 
normal to the target surface. In vacuum (curve 1), emission intensity decreases continuously as the 
distance increases. Emission spectra collected during PLA at ambient oxygen pressure of about 160 
mTorr show two maxima : the first one near the target surface and the second one at distances of more 


than 5 mm (curves 2 and 3). From the TOF measurements, we concluded that this intensity vanation is 
determined by two different YO populations. The first one corresponds to YO molecules ejected directly 


from the target surface. The expansion velocity of these molecules is about 109 cm/s. The second one is 
characterized by much slower velocity, V ,, ~ 4-6 10> cm/s. The emission intensity increases after time 


of flight of about 1-1.5 jis (Fig. 8) corresponding to the formation of this second population. The origin 
of the second YO population is, probably, a chemical reaction of ionized yttrium and oxygen. The 
complete set of TOF measurements will be discussed elsewhere. Anyway, the emission from YO gives 
valuable information on oxygen contents in the laser induced plume during PLA. Moreover a 
stabilization of the deposition parameters can be performed by YO emission monitoring. 
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Fig. 8 - Emission intensity from YO (A = 597.2 nm) plotted versus distance from the target surface. 
Second emission intensity increase can be observed at the distance of about 6-7 mm. The 
triangles, squares and dots correspond to laser energy and oxygen pressure (P) : 

2 Wem2, P = 10° Torr; 1 J/cm?, P = 160 mTorr ; and 2 J/cm?, P = 160 mTorr respectively. 


The line is given to guide the eyes. 
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4. DISCUSSION 


The main differences found in annealing cycles for vacuum deposited 1-2-3 YBaCuO films by 
UV excimer laser and IR laser irradiation are : a shorter annealing time and a lower annealing 
temperature for the films deposited by UV ablation. It is well-known that the particle-substrate and 
particle-particle interactions on the substrate are temperature activated processes. These interactions 
probably depend upon the particle kinetic energy, i.e. the laser energy. During the deposition process, 


the velocities of the ejected atoms from the target surface are about 10> cm/s and 10® cm/s for IR and 
UV irradiation respectively. The corresponding mean particle kinetic energies are respectively of 1 eV 
and of 100 eV for these two kinds of irradiation. The structure of the films deposited at low temperature 
(500-550°C) is amorphous with a partly crystalline phase. We can speculate that the annealing cycle is 
determined by the ratio of amorphous to crystalline phases after deposition. Indeed, ordered crystalline 
structure after UV deposition must be easier to form as a consequence of a higher local temperature and a 
higher particle mobility which are the consequence of the higher kinetic energy of UV ablated particles. 
In this case lower temperature and shorter annealing cycle are sufficient to initiate an amorphous to 
crystalline transition. 


The films evaporated on MgO substrates at 700°C show a higher T,. onset when oxygen base 
pressure was 500 mTorr instead of 120 mTorr. However we observed that an increase of the base 
oxygen pressure requires higher substrate temperature (T,°) in order to obtain an optimum of the film 
properties (T,, AT) since the temperature T,° is a function of oxygen pressure (P) in the preparation 
chamber. The relationship between T,°and P may result from a change of the plasma expansion 


dynamics with the oxygen pressure increase. In particular, the velocity decrease of the evaporated 
particles could slow down the nucleation and the growth rate. X-ray diffraction studies show that the 


superconducting films deposited at T, < T,.° (Po »* 500 mTorr) have a weaker degree of crystallization 


and present undesirable phases. 


In the most of our experiments, a laser energy of about 4 J/cm? was used. However, we find 
that the laser energy density also had an influence on the film quality. For two films deposited in the 
same conditions (650°C, 120 mTorr of oxygen, on MgO substrate), a film evaporated at lower fluence (2 
J/cm?) showed a superconducting transition T, onset at 89°K. Despite this high T,. onset and the sharp 


decrease of the resistivity with temperature, the zero resistivity was found at a lower temperature 
_ oO 
(To 9=78 K). 


The increase of the superconducting transition width is related to the presence of undesirable 
phases and crystalline misorientation. X-ray diffraction patterns of the films deposited at low fluence 
show peaks from (001) plans larger than those obtained with the films deposited at higher fluence. 
Moreover some weak diffraction peaks of CuO phase were observed. The increase of the 
Superconducting transition onset can be explained by the oxygen in-diffusion during the films cooling. A 
crystalline misorientation of the films deposited at low fluence can favor oxygen diffusion in the ab plan 


due to a diffusion coefficient greater in this plan than along c-axis®. 


In our experiments we mostly used cleaved MgO substrate but the nature and the quality of the 
substrate could modify the results. Indeed, for two films prepared in the same conditions (700°C, 120 


mTorr of O2), a deposit on a polished (100) yttria stabilized zirconia substrate revealed a better 
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superconducting behavior (T, onset = 85°K, ATo9%-10% = 3°K) than on (100) cleaved MgO (T,, onset 
= 55°K, ATogq%_1¢9% = 10°K). At the same pressure, a substrate temperature of 650°C was sufficient to 
produce the films on MgO substrate with the similar T, and T, , values. The lattice parameter of the cubic 


structure of single crystal YSZ is a = 5.16 A cumpared to the 4.21 A of the MgO lattice parameter. In 
spite of the large mismatch between YSZ and YBaCuO (a = 3.85 A, b = 3.82 A), the experimental 
results show that the nucleation/growth temperature of the 1-2-3 YBaCuO phase is higher than the one 
on MgO substrate. 


6. CONCLUSION 


We have shown that the use of an IR laser leads to some problems of adaptation and stabilization 
of the target composition. The XeCl excimer laser allows the growth of stoichiometric films. The high 
temperature deposition in oxygen environment, with rapid cooling under high oxygen pressure, is 
suitable to prepare good quality in situ superconducting films. Deposition parameters such as substrate 
temperature, oxygen pressure and laser energy are closely related between them and depend on the kind 
of substrate. The quality of the “in situ” prepared films is better than annealed ones. The best films with 
high critical temperature exhibit a strongly oriented crystalline structure with c-axis perpendicular to the 
substrate. It was found that optical emission from YO molecule can be used to monitor the deposition 
process during pulse laser ablation. 
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Investigations on Excimer Laser Treated Cu/Cr Contact Materials 
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[Text] BSTRACT 





In advanced contact materials one aim in processing is the reduction or even substitution of precious 
metals /1/. However, new developed materials have to exhibit excellent corrosion resistance and 
good electrical conductivity as well as mechanical stability, especially if abrasive wear loaded 
contacts are concerned. One strategy is the total substitution of precious metals by non noble metals 
such as by Copper and its conventional alloys. Such materials, however, suffer from their poor 
mechanical properties. Chromium would be a candidate for an unusual alloying element that may 
help to overcome these weaknesses, but unfortunately Cr does not mix with Cu by standard 
metallurgy. For low current contacts a surface layer of a mixed material might be sufficient and 
powder metallurgical routes are therefore inefficient and hence inadequate. 

The excimer laser is an excellent tool to produce the required thin films by surface alloying. This 
is possible due to its short wavelength and short pulse duration. The present investigations were 
carried out in order to understand the phenomena of laser surface alloying using excimer laser 
irradiation. To achieve technical relevance the system Cu/Cr was chosen. The irradiaticns were 
monitored using difference reflectometry. This enables to check whether alloying occured at all and 
to which degree. Structural details of the produced layers were investigated using a diffractometer 
with glazing incidence. To obtain quantitative information about depth and stoichiometry of the 
alloyed layer sputtering AES was applied. 


1. INTRODUCTION 





In the recent years excimer lasers became the third class of lasers for materials processing besides 
CO,- and Nd: YAG-lasers. The use of excimer lasers is most advantagous for microprocessing (good 
focussability) and for surface treatments /2,3/, due to their characteristic features like wavelength 
in the UV-range, high peak power and pulse duration in the nanosecond tiine regime . Some 
technical data, typical for commercially available excimer lasers are given in Table 1. In the present 
investigation XeCl and KrF excimer lasers were used for laser surface alloying experiments. On one 
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hand the short pulses restricted the maximum alloying depth, on the other hand high peak power 
in combination with the short pulses allowed to generate a mixing of Cu and Cr on an atomic scale 
without segregation during cooling. This is not possible neither by cw-CO,- or pulsed CO,-lasers 
nor by TEA-CO,-lasers, because of the wavelength and the resultant absorption behavior of the 
radiation. Much lower heating and subsequently lower cooling rates would therefore appear. 
Conventional metallurgy does not allow a solid solution of Cu in Cr in concentrations above 0,1% 
Cu, even in the liquid state a large miscibility gap exists /4/. The possibility to produce such a 
mixture via a powder metallurgical route is not very helpful, because for a low circuit contact 
application a thin surface layer would be sufficient. 

In order to increase the depth of alloying experiments were carried out with longer pulse durations 
(here 250 ns). From theoretical calculations one would expect higher melting depths at equivalent 
power flux densities /5/. 


2. EXPERIMENTAL 





The experiments were carried out using three different excimer lasers, e.g. XeCl and KrF, radiating 
at 308 nm and 248 nm, respectively, with pulse durations of 30, 40 and 250 ns. The technical data 
of the lasers are summarized in Table 1. 

The samples for the alloying experiments were prepared by sputtering CuFe2-sheets with thin Cr- 
layers (105, 215, 320, 420, 530 nm) using a high-frequency physical vapour deposition system. The 
copper sheets were cleaned by HNO,-etching and with acetone and ethanole. The samples were 
irradiated with energy densities between 20 and 90 mJ/mm/’ and | to 10 pulses per unit area. The 
experimental set-up is given in Fig. 1. The characterization of the surfaces was carried out using 
optical differential reflectometry, light and scanning electron microscopy and microhardness 
measurements. The alloying behavior was studied by sputtering Auger elecron spectroscopy (AES) 
and with x-ray diffraction using normal and glazing incidence. The homogeneity of alloying was 
investigated by EDX line-scans over the irradiated area. For more detailed information on these 
metallographic investigation methods see Hunger et al. /6/. 

Differential reflectometry measures the colour of a sample, using a reference sample (often a sample 
with a uniform, known reflectivity. The equipment used covers the spectral range from 300 to 720 
nm). For more detailed informations about the capabilities of difference reflectometry see /7,8/. In 
the present investigation differential reflectometry should monitor the colour change that occurs 
during laser melting and is able to distinguish between a mixture of phases or a solid solution 
crystal. This colour change in the Cu/Cr system was quantified by measuring the change in 
reflectivity near the absorption edge of the difference reflectometry spectra. Microscopy was used 
to determine changes in surface morphology and roughness. With sputtering AES the concentration 
changes of Cu and Cr in depths up to 24m could be measured, thus enabling to detect the thickness 
of the alloyed layers and the copper concentration profiles within these layers. Knowing that the 
AES measurements will smear the transition of the boundary between the Cu-containing layer and 
the Cr-layer the thickness quoted means the depth where the Cu-concentration exceeds more than 
20% of the plateau region (see Fig. 2). The occurance of a plateau is reasonable as extreme rapid 
exchange will occur in the liquid and almost none in the solid state. The Cu-content, given in this 
Fig. 2 is the average value in the alloyed zone. 
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Microhardness should give evidence for the effectiveness of the solid solution hardening by laser 
mixing. 

To clear the lattice structure of the expected alloy x-ray diffraction experiments were carried out. 
With normal incidence the x-rays impinge about 2 um, far too much to study changes in the first 
micron exactly. Using glazing incidence with angles between 0,5 and 2 degrees, changes between 
100 and 1000 nm can be detected. 


3. RESULTS AND DISCUSSION 





In a first step the optimum thickness of the sputtered Cr-layer was determined. The EDX line-scans 
over the lateral extension of one pulse show that only for 105nm and 215 nm thick Cr layers could 
be produced of sufficient uniformity, Fig. 3. In addition to the EDX line-scans in this figure 
micrographs of the surfaces after excimer laser irradiation are given. At the overlapping areas, 
however, large variations in concentration are still present. Therefore, in the present investigations 
only samples with 105 and 215 nm Cr were used. 


A first hint for alloying and the formation of a solid solution was the colour change during the laser 
irradiation. This effect is quantified in the reflection measurements in Fig. 4a and 4b, where the 
reflected intensity compared to a polished Al-surface of untreated and laser mixed Cu/Cr samples 
is drawn as a function of the wavelength. The unsputtered Cu-sheet shows the typical absorption 
gap at 585 nm, a high reflectivity from 600 to 720 nm and a low reflection in the range of 550 to 
300 nm, resulting in the typical red colour of Cu. After sputtering with Cr the surface shows a 
Silver-like colour determined by a plateau in the reflection curve from 300 to 450 nm, and 
afterwards a continuously decreasing reflection. After laser irradiation the surfaces show a copper- 
like characteristic (an absorption edge at 585 nm occurs). The height of the absorption edge (A) is 
increasing with rising energy density and number of pulses per area. Therefore we compared this 
values with the Cu-contents at the surface to prove whether the differential reflectometry can be 
used for concentration measurements. 


To estimate the obtainable alloying depths and the influence of different pulse durations, in Fig. 5a 
and 5b calculated temperature profiles and melt depths for metallic substrates are given using a one- 
dimensional heat conduction model /2/. The achievable depth should increase linearly with the 
power flux density and follow a parabolic law for higher pulse durations (for constant power flux 
densities). This could be evaluated in Fig. 6, where the obtained alloying depths as a function of 
the applied power flux density is drawn. Alloying is observed after exceeding a certain threshold 
value that is needed to heat up and melt the Cr-layer. This value is lower for longer pulses because 
of the increased heat input by longer pulses. With 2 pulses per area a maximum depth of 560 nm 
can be achieved. Applying 10 pulses the depth could be increased up to 1130 nm. The deviation 
from the linear correlation at high power flux densities is due to the beginning ablation by 
evaporation of Cr. Comparing equal values for the power flux density the effect of 250 ns pulse 
irradiation can be understood. Using longer pulses a certain depth of alloying can be achieved at 
lower power flux densities compared to shorter pulses, because of the longer interaction time for 
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diffusion processes. Higher intensities with 250 ns-pulses, however, were not possible as the spot 
size would decrease by focussing the laser beam by one order of magnitude. 

The Cu-concentration in the alloyed layers also increases with the power flux density. Depending 
on the pulse duration the Cu-concentration reaches a plateau at high intensities. The plateau is due 
to a saturation effect of the mixing of Cu and Cr at about 70% Cu. Longer pulses increase the Cu- 
content of the alloyed layer, because of longer times for diffusion mixing (see Fig. 7). 

The mechanical properties of the laser alloyed layers can be seen in Fig. 8, in terms of microhard- 
ness values for different energy densities. The hardness of the layers is increased by rising the 
energy density. 

According to Haasen /9/ the increase in strength by solid solution hardening should follow the 
following equation: 

AHV ~ c”?, with AHV is hardness increase in percent, and c is the concentration of the soluted 
phase, here Cr. Fig. 9 shows the good correlation between these two values, giving evidence for a 
solid solution hardening mechanism. X-ray diffraction with glazing incidence was used to gain 
structural informations of the alloyed layers. To check the sensibility of the method an untreated 200 
nm Cr-sputtered Cu-substrate was investigated. In Fig. 10 the diffractometer plot is shown. At a 
glazing angle of 0,5 degrees only the Cr-peaks are visible, at 2,0 degrees the main peak is Cu. After 
a laser irradiation the material is still crystalline and mainly of fcc-structure, see Fig. 11. The lattice 
parameter was enlarged by the solution of Cr. 

The results of the conductivity measurements are summarized in Fig. 12. The conductivity of the 
layers increases with rising Cu-content of the alloyed layer. The values are still lower than for a 
pure CuFe2 substrate, but would be sufficient for pin-contacts. The values can be understood 
assuming solid solution of Cu and Cr. The conductivity change from Cu with increasing Cr 
concentration can be calculated applying a law of mixture /10/. On the right axis the height of the 
absorption edge A, derived from the differential reflectometry measurements in Fig. 4 is drawn. The 
measured reflection signals are in conformity with the electrical conductivity. This could be 
expected ’ because electrical and optical properties of metals are combined according to the 
equations of Maxwell. Nevertheless it was surprising to find a good correlation between a colour 
and a conductivity measurement in such a quick and easy manner. 

The last step of the investigations was, as mentioned above, to calibrate the difference reflectometry 
system for concentration measurements. For this reason the change in height of the absorption edge 
(A) and the Cu-concentration in the alloyed layer are compared in Fig. 13. The fact that an 
absorption edge occurs is the first hint for the formation of a solid solution because mixing without 
solution would only change the spectral reflectivity. Both curves rise with the energy density. This 
gives evidence for the assumption that the height of the absorption edge is increasing with the Cu- 
content in the alloyed layer. The correlation between these two values is good enough to substitute 
the time consuming AES measurements, if once the calibration has been done. An additional 
advantage of the differential reflectometry is, that it allows an on-line measurement (100 spectra per 
second). Variations in the production of these contacts could be excluded, by measuring the colour 
of the surface immediately after laser irradiation and, if necessary, giving a signal to the laser to 
change the energy density or the number of irradiations for the following devices. 














4. CONCLUSIONS 





The present investigations showed that laser alloying of Cu and Cr in depths up to 1 um is possible. 
Copper contents of about 50% in the alloyed layer were achieved. The lateral homogeneity of the 
alloy still can be improved, but the electrical and mechanical properties were sufficient. The 
structure of the alloy is cubic face centered. The lattice parameter is enlarged by solution of 
Chromium, compared to pure Copper. A pulse length of 250 ns produces thicker layers if equivalent 
power flux densities are applied. However, the spot size has to be reduced by an order of magnitude, 
so that an economic surface treatment is questionable. After achieving homogeneous layers, the next 
step will be the production of contact devices. Here the corrosion resistance and the electrical 
properties have to be tested under service conditions. Comparable investigations are known from 
literature with pulsed Nd: YAG-lasers. Applying this technique the first precious-metal-free contacts 
have been succesfully used for telephone dialing kits /11/. 
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Fig. 1: Experimental set-up for the investigations: Fig. 2: Schematic drawing of the Cu- and 


Excimer laser illumination controlled by Cr-concentration as function of 

differential reflectometry. the distance from the surface. The 
figure lines out the depth of 
alloying and the average concen- 
tration within the alloyed layer. 
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Fig. 3: Sputtered Cr-layers of different thickness on a Cu-target after illuminating by an excimer 


laser. The graphs show EDX line-scans indicating the concentration homogeneity on the 
surface. One can see that for thicker layers only insufficient alloying was obtained. On the 
right hand side micrographs of excimer laser treated surfaces are shown. 
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Fig. 4: Differential reflectometry of a Cu-target, coated with 215 nm Cr and irradiated with a XeCI- 
laser at different levels of power flux densities, two (a) and ten (b) times, respectively. The 
observed Cu-absorption edge indicates surface alloying. The curves for pure Cu and for the 
sputtered Cr-layer belong to the axis on the right hand side of the drawing. 
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Fig. 5a: Calculated temperatures at the 
surface of a metallic substrate 
after excimer laser iiradiation. 
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Fig. 5b: Calculated melt depth of a 
surface after excimer laser 
treatment with constant power 
flux density as a function of 
the pulse duration 
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Fig. 6: The obtained alloying depths as a function of the applied power flux density, measured by 
sputtering AES for different laser pulse durations after two (a) and ten (b) pulses per unit 
area. Longer pulses generate thicker alloyed layers. 
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as a function of the applied power flux 
density, measured by sputtering AES for 
different laser pulse durations after 

two and ten pulses per area unit. 

Longer pulses generate higher Cu-con- 
centrations in the alloyed layers. 
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Fig. 8: The mechanical properties of the 
laser alloyed layers in terms of 
microhardness values for different 
energy densities. The hardness 
of the layers is increased by 
rising the energy density. 
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Fig. 9: Correlation between microhardness and measured Cu-concentration in the alloyed layer, 
giving evidence for a solid solution hardening mechanism. 


Hardness increase2/5(%) 





1,2 








Hardness Increase | 
AHV - (Cop 3/2 


_— 
+ 














0 10 20 30 40 50 60 70 
Cu-concentration (at.-%) 


Fig. 10: Diffractometer plot of an Cr-sputtered Cu-substrate before laser treatment, using glazing 
incidence. At a glazing angle of 0,5 degrees onle the Cr-peaks are visible, at 2,0 degrees 
the main peak is Cu. 
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Fig. 11: Diffractometer plot of an Cr-sputtered Cu-substrate after laser treatment, using glazing 
incidence. The material is still crystalline and mainly of fcc-structure. 
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Fig. 12: Conductivity measurements of laser 


alloyed Cu/Cr-samples. On the right 
axis the height A of the absorption 
edge is plotted, derived from the 
differential reflectometry curves, 
given in Fig. 4. The measured reflec- 
tion signals are in agreement with 
electrical conductivity measurements. 















1g cond: (Sm/mm?) A (au), 
13,5> 
Reflection Signal 415 
(10 Pulses) Error 
13> 
12,5410 Pulses) ‘10 
(2 Pulses) 
12 
Reflection Signal is 
11,5+(2 pues) 4 | 
] ] i iL i 4 ‘0 
0 20 40 60 80 100 120 


Energy density (mJ/ mmr ) 


Fig. 13: Correlation between the change in 


100 


80+ Reflection Signal 


(10 ra | 
604 Cu by AES, 


height of the absorption edge A 

(obtained by differential reflectometry) 
and the Cu-concentration in the alloyed 
layer (measured by AES). 





Cu (wght.%) A (a.u.) 20 


115 


(10 Pulses) | 





| (10 
40+ Cu by AES | 

! (2 Pulses) | 

; 8 
20 Reflection Signal. | 

(2 Pulses) > 

| , ; : : 0 

0 20 40 60 80 = 100 


Energy Density (mJ/ mm?) 


Table 1: Technical data of the excimer lasers used in this investigation 








Laser LPX610i LPX300i LPX300i XP2020 
Wavelength 308nm 248m 193nm 308nm 
Pulse energy 100m) 800m. «S00 2000 
Pulse length 250ns -30ns-—=Sss 30s 40ns 
Rep. rate 100Hz~=—Ss«dSOHz =—Ss«d1SOHz=—20Hz 
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Excimer Laser Deposition and Characterization of Tin and Tin-Oxide Films 
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[Article by E. Borsella, P. De Padova, and R. Larciprete of the ENEA] 
[Text] ABSTRACT 


ArF excimer laser deposition of tin and tin-oxide films on Si was obtained dissociating tetramethyltin 
Sn(CH,), (TMT) and TMT/N,O mixtures. Information on the gas phase photoproducts was achieved by 
spontaneous emission spectroscopy. Electronically excited CH and Sn fragments were detected and their 
formation and decay mechanisms investigated through spectral and temporal analysis of the fluorescence 
signal. The effect of buffer gases on the emission characteristics was also studied. 


LINTRODUCTION 


Excimer laser deposition of metal and semiconductor materials is drawing a growing attention due to the 
potential offered by such technique for successful applications in relevant technological areas as semi- 
conductor processing and device fabrication’. However a clear understanding of the photoreactions and a 
considerable control of the processes is often required in order to obtain films with well defined properties. 
During the last ten years extensive work has been done with the aim at identifying the photochemical 
pathways accessible to different organometallic molecules and at determining the suitability of different 
compounds to act as precursors for specific processes’. The photolysis of tetramethyltin Sn(CH;), (TMT) 
induced by ArF excimer laser at 193 nm was studied some time ago in our laboratory using laser time- 
of-flight (TOF) mass spectroscopy’. The evidence that TMT could be efficiently dissociated giving free 
Sn atoms pushed us to investigate the possibility of depositing tin and tin-oxide films. However, as it will 
be discussed below, the results observed drew us to further on investigate the gas-phase photochemistry 
of this tin bearing compound which was done by analyzing the radiation spontaneously emitted during the 
occurrence of the photolysis. 


2.FILM DEPOSITION 


2.LExperimental 
Tin containig film growth after 193 nm photolysis of TMT pure and in mixture was performed in a UHV 


chamber consistin ng of two sections separated by a gated valve. The first one, having a background pressure 
in the order of 10° torr and utilized for the deposition process, is equipped with a sapphire window for the 
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ArF excimer laser (LAMBDA PHYSIK LPX 100, 12-15 ns FWHM) beam entrance and with a multi-sample 
holder which allows perpendicular and parallel irradiation geometry. The second section consists of a 


UHV chamber (background pressure 5 x 10 10 torr) dedicated to sample surface analysis. It is provided 
with a 3 grids reverse view LEED (VG RVL-640) system and with an additional electron gun (VG LEG 
31) which is properly mounted on the chamber so that the electrons strike the sample under a grazing- 
incidence angle. In this experiment the LEED system was operated as a retarding field analyzer (RFA) 
electron spectrometer’: by varying the retarding potential applied to the central grid (being the others 
grounded) secondary electrons scattered by the sample surface could be filtered and their energy deter- 
mined. Auger spectra of the sample could be obtained superimposing a several kHz modulation to the 
retarding potential and detecting with a lock-in amplifier the term of the collector current proportional to 
the second harmonic of the modulation. The combination of a magnetic translator, a wobble stick and high 
precision X Y X translator allows the transfer of the sample from one chamber to the other and the final 
positioning in the focus of the LEED-Auger grids. Si (100) substrates were Ar*-sputtered, transferred into 
the deposition chamber and irradiated in the presence of the gas mixture. In this stage the valve between 
the two vessels was kept closed to prevent gas contamination in the analytical section. In order to avoid 
metal deposition on the sapphire entrance window a focused laser beam geometry was adopted. TMT was 
purchased from Aldrich with a stated purity of 99 % and was used without further purification. Film 
deposition was obtained both in perpendicular and parallel geometry. When adopting typical experimental 
conditions (py,,7= 0.08 torr, laser fluence on the substrate surface 10-20 J/cm’) thicknesses in the order of 
500-700 A were obtained after irradiation with 800-1000 pulses at a repetition rate of 25 Hz. After deposition 
and gas evacuation the sample was transferred back to the clean chamber for the "in situ" surface analysis. 


2.2,.Results 


Curve (b) in fig.1 reports the Auger spectrum observed when analyzing a typical film grown on Si (100) 
after irradiation at 193 nm of pure TMT. The spectrum shows the Sn MNN Auger peaks at 430, 367 and 
316 eV whereas the peak occurring at 272 eV is due to the KLL Auger transition of carbon’. The upper 
curve of fig.1 displays the typical Auger spectrum of an Ar’-sputtered Si wafer used as film substrate. At 
variance with all the spectra measured on deposited samples in curve (a) there is no trace of carbon which 
in this case could be attributed to enviromental contamination. In this respect we should point out that the 
energy resolution of our apparatus | (3% of the retarding field potential) did not allow us to discriminate, 
through Auger peak-shape analysis’, between elemental carbon (likely deriving from processes extraneous 
to TMT photolysis) and bound carbon resulting from the inclusion in the layer of organic ligand carrying 
fragments. However the complete lack of the Auger peak at 272 eV in trace (a), which mantained for 
several hours after the sputtering, brought us to the conclusion that the carbon we detect should be ascribed 
to incorporation into the material of partially dissociated gas phase photoproducts formed in intermediate 
steps which diffuse toward the substrate. In addition contamination of the photodeposited film could derive 
from incomplete photolysis of precursor molecules which progressively adsorb on the top layer of the 
growing film. 
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Fig. 1 Auger spectra resulting after "in situ" surface analysis of ArF ecimer laser deposited sample 
as well as of film substrate: (a) Auger spectrum of an Ar'sputtered Si (100) used as laser 
repeeee subtrate; (b) Auger [ ecm of the film obtained after photolysis of TMT at 
193 nm. The curve shows the Sn peaks together with the KLL peak of C; (c) a portion of 
the Auger spectrum of a tin-oxide film deposited dissociating at 193 nm a TMT/N,O (pyy7=0.2 
LOFT, Py2o=35 torr) mixture. The presence of oxigen in the material is indicated by the peak at 
510 eV. The spectra were obtained with a primary electron beam energy of 2 keV. 


The possibility to deposit tin-oxide films was explored by irradiating TMT/N,O mixtures. The latter 
molecule is known to produce excited oxigen atoms in the D, state when photolyzed at 193 nm through 
the reaction’ 

N,O+hv— O('D,) +N, 


Curve (c) in fig.1 shows a portion of the Auger spectrum relative to a sample obtained after the irradiation 
of a TMT/N,O mixture (ppy7=0.2 tort, py2o=35 torr). The presence of oxigen in the material is indicated 
by its KLL Auger peak at 510 eV’. Even during surface analysis of tin-oxide samples the presence of the 
C KLL peak at 272 eV was always detected. The spectra of fig.1 are uncorrected for the element Auger 
cross-section or for the response curve of the RFA spectrometer. A rough estimation of the stoichiometry 
of our sample could be obtained by comparing curve (c) in fig.1 with the Auger spectrum of a standard 
SnO, film measured with our apparatus. This sample after having been introduced into the chamber was 
lightly sputtered to remove the upper layer likely contaminated after prolonged exposure to air. If we 
neglect the effect of sample characteristics, such as surface roughness or matrix effect, in diversifying the 
cross section for Sn and O Auger transitions in the two materials, we can get a rude estimation of the film 
stoichiometry simply comparing the ratio between the Sn (430 eV) and the O(510 eV) peak-to-peak heights 
measured in the two samples. The latter quantities infact are taken as being proportional to the Auger 
Current in a spectrum measured in the dN(E)/dE mode’. In this way a[O}/[Sn] ratio 1.8 times smaller than 
in the SnO, sample was found in the laser deposited tin-oxide film. 

The relevant C percentage in the excimer laser deposited tin and tin-oxide films pushed us to elucidate the 
193 nm photolysis of TMT: complementary information to that provided by the TOF laser mass spec- 
troscopy were searched through analysis of the spontaneous emission. 
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3.SPONTANEOUS EMISSION SPECTROSCOPY 
3.LExperimental 
The fluorescence radiation emitted during the TMT dissociation was transmitted by a quartz window 
located on the top of the deposition chamber, deviated by a reflection prism and focused by a quartz lens 
on the entrance window of a monochromator equipped with a 600 or 1200 groove/mm grating. A EG&G 
Optical Multichannel Analyzer (OMA) was employed for detection of the dispersed luminescence spec- 


trum. Temporal analysis of the emission signal was performed either by gating the OMA detector or by 
use of a fast photomultiplier coupled to a transient digitizer (TEKTRONIX 2430 or 7912 AD). 


3.2. Results 


While irradiating TMT at a pressure between 0.01 and 0.4 torr with the focused ArF laser beam the 
fluorescence spectrum reported in fig.2 was detected. All the atomic lines can be attributed to Sn emission 
from excited states ranging between 4.5 and 5.2 eV’. The molecular band appearing around 431 nm is due 
to CH emission on the A*A — X’Tl transition’*. The presence of the (B’L — X7T1) CH band at 389 nm’® 
was also identified in particular experimental conditions (see below) although with an intensity much 


weaker than the A*A — X7T1 band. 

The dependence of the Sn emission on the laser fluence was measured for the most intense lines. Fig.3 
Shows the curves obtained at 317.6, 326.3 and 380.2 nm corresponding respectively to the 
6s °P, > Sp*’P,,6s'P, 4 5p*'D, and 6s *P, 4 5p?'D, Sn transitions’. In all cases in the absence of 
saturation effects the dependence was found to be cubic. This result is consistent with the minimum number 
of photons required energetically’ and explains the abserce of emission from states with energies higher 
than the energy supplied by three ArF laser photons. It is worth noticing that the production of Sn atoms 
with an energy as high as 6 eV results directly from TMT dissociation as it is demonstrated by the temporal 
shape of the Sn fluorescence signal which rises simultaneously with the laser pulse. 
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Fig.2 OMA spectra of the fluorescence emitted after the ArF excimer laser photolysis of 
Sn(CH,),. All the lines are due to excited Sn atom emission, whereas the band at 431 nm is 
assigned to the A*A — X°T1 transition. The upper spectrum weocheninedesing 62D gesreiam 
grating while the portions showed below were recorded with a finer resolution ( 1 A) achieved 
with a 1200 groove/mm grating. 
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Fig.3 Sn emission intensity vs. ArF laser energy after the dissociation of 0.1 torr of TMT. The 
measured slope is aboui 3 for all the curves. 


The dependence of the Sn emission at 380.2 nm on the TMT pressure is shown in fig.4 together with data 
on the quenching effect of a physical (N,) and a chemical (O,) scavenger. The emission intensity |, is 
described by the following relationship: 

Le P.)? l/t, ' 

fo 8 OW, + KoPo + KsPs 





where I,,, is the laser intensity, P, and P, are respectively the TMT and the buffer gas pressure, T, is the 
radiative lifetime of the electronic transition, K, and K, are respectively the TMT and the buffer gas 
quenching rate costants. This formula predicts a linear dependence of the emission intensity vs. TMT 
pressure until saturation is reached (at KgP, » 1/t,). The influence of a physical quencher like N, becomes 


relevant at P, > 20 torr, while the effect of a chemical additive as O, consists in increasing the emission 
intensity until fragment recombination is effectively counteracted by chemical reaction with O,. At higher 
pressures the effect of O, is well described by a linear Stern- Volmer relationship (1//<K,P,) as in the 
case of N, addition. 

The formation of electronically excited CH radicals responsible for the emission bands observed at 390 
and 431 nm can be ascribed either to two photon excitation of the methyl radical’ or to a two-step dis- 
sociation mechanism": 


CH,+hv > CH,+H 


CH, +hv 9 CH +H 
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Fig.4 Sn emission intensity at 380.2 nm vs. (a) TMT pressure (b) N, (@) and O, (0) buffer gas 
pressure. Data in fig.4a have been corrected for laser absorption from TMT molecules. 


The spectral profile of the CH A*A — X’Tl band emission at 431 nm is strongly affected by N, 9 
as shown in fig.5. The spectrum is built-up by three different vibrational bands (0-0, 1-1 and "2. 2)" 
theoretical analysis of the experimental spectra has been performed by taking into account all the transitions 
contributig to the spectrum. If a Boltzmann distribution is assumed for the population of the roto-vibrational 
levels, the measured fluorescence spectra can be fitted with rotational temperatures of 2800 and 250 *C 
when 0.04 torr of TMT are irradiated respectively in the absence or in the presence of 100 torr of N, (see 
fig.5). It is worth mentioning that the CH (B’L — X’TI1) band emission is mainly observed at high pressure 
of N,. For this band the high rotational and vibrational levels are predissociated'’, so that emission can 
only be detected when vibrational deactivation becomes faster than spontaneous predissociation. 
Further information about the dynamics of formation and quenching of excited CH fragments can be 
obtained from time analysis of the A’*A — XT] emission signal in different experimental conditions. Fig.6 
shows a typical decay signal at a TMT pressure of (0.05 torr. It is fairly evident that this signal cannot be 
fitted with a single exponential time constant. The observed CH emission decay is due to the competition 
between several phenomena characterized by different rate constants: |) the spontaneous emission on the 


A*A — XT electronic transition whose lifetime t, has been measured by several authors"; it was found 
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that T, is roughly the same for all the (0-0) transition and amounts to 537.5 ns. 2) The non radiative electronic 


de-excitation for collisions with TMT or buffer gases. Typical values are in the order of 10° torr'sec’”. 
3) The rotational relaxation due to rotational-to-translational (R-T) energy transfer during collisions with 
TMT or buffer gases. Typical R-T relaxation rates are in the range 10’ torr'sec’”*. 




















420 430 440 nm 


Fig.5 The A*A — X"Tl band of CH emitted after irradiation of : a) TMT: 0.04 torr; b) TMT 0.04 
torr, N,: 100 torr. 


It has been observed that an original rotational distribution centered around an excited level J relaxes 
through a series of double-peak distributions which can be well approximated as a superposition of the 
initial P(J, 0) and final P(J,t) distribution : 

P(J,t)=P(J,ee)+[P(/,0) —P(V/,°)} exp(-t/t,) (1) 
The double-peak structure is based on the slower relaxation of the high J levels due to the increase of 
rotational energy spacing with J. The form used in equation (1) implies that all the absolute level populations 
approach their equilibrium value at the same rate. As a consequence of this approximation P(J,t) decays 
exponentially to its equilibrium value for P(J,°e) < P(J,0), while P(J,t) rises exponentially to its equilibrium 
value when P(J,c°) > P(J,0). Experimental CH emission spectra at TMT pressures higher than 0.04 torr can 
be fitted by a superposition of high and low temperature distribution, as predicted by the above mentioned 
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model. Thus by analogy with a two-level system, we divide the CH” molecules into two groups: one group 
is formed by the molecules in the nascent high temperature distribution, while the other group is formed 
by the molecules which have suffered effective relaxing collisions during the radiative lifetime (low 
temperature distribution)'*. As stated before, the population of the high-J levels can only decay through 
the mechanisms (1-3), while the population of the low-J levels can rise through rotational relaxation and 
can decay through mechanisms (1-2). We can write the following simplified rate equations for the two 
groups of emitting CH’ molecules”: 


dA, 
dA, 
GRA Rat kA, (3) 


In the previous equations we referred to the high-J levels collectively as A, and reserved the notation A, 
for the equilibrated low-J levels; K, and K, are the total rate constants for the electronic transition 


A*A— X"Tl for A, and A, states while K, and K., are the direct and inverse rotational relaxation rates 
between A, and A, states. 
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Fig.6 Temporal shape of the CH A*A — X "Tl band emission signal recorded during the irradiation 


of 0.05 torr of TMT. The pm curve is fitted as sum of the two components (dotted 
curves) originated by the high-J and the low-J population decay (see text). 


Let us assume that CH molecules are formed in the state A, after laser photolysis of TMT. The general 
solution to equation [2-3] is: 
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A,(t)=A,(0) (A, -A_) | [(-A.+K,+K,)exp—A, + (A, -K, -K,)exp-A] 


A,(t)=A,(0) K,(A,- A.) [exp-A_-exp-A,] 
where 
h, =5(K, +K,-K_,+K,)+[(K, +K,-K_,-K,)'+4K,K_] 1/2 


By use of this model a satisfactory fit has been obtained in the TMT pressure range 0.01 - 0.2 torr. A 
comparison between the experimental and the theoretical curve is reported in fig.6. 


4. CONCLUSION 


Spontaneous emission analysis evidenced the formation of excited Sn and CH fragments after irradiation 
of TMT at 193 nm. No haevier fluorescing photoproducts were detected which could clarify the dynamics 
leading to film contamination. Furthermore the lack in the emission spectrum of any oxigen containing 
species, which could demonstrate the formation of Sn-O bonding in the gas phase, suggests that the inclusion 
of oxigen atoms into the tin layer takes place on the surface. Further studies are in progress in order to 
discriminate the relative importance of gas phase vs. surfase phase processes and to improve the final 
Sn film composition. 
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[Text] ABSTRACT 





This paper presents a novel application of UV laser radiation: fab- 
rication of soft or apodized apertures(Aa)+~ with smooth decreasing 
from centre to edges transmission profiles for nigh-power single-pul- 
se visible and near IR lasers. ,such units are used vooth outside and 
inside cavity for beam shaping’, for,ayoiding nard-edge Fresnel dif- 
fraction ripples in laser anp.ss) ore ’“, for increasing the second 
harmonic conversion efficiency?»°, for the brigntness ennancement of 
master oscillators in single-mode lasing’. 


The method is easy and involves irradiating of pre }-colored(ra- 
diatively reduced) CaF. crystals doped with rare-eartns(‘'x) across a 
certain diameter by UV laser radiation. 


The optical density of these crystals under tne UV irradiation 
drops due to thg pac tocgontioas changes of Tx valent state(thne pnoto- 
oxidation of TRS*+ to TR?twith stable bleaching)°®. 


The AA were made of CaF.:rr crystal with the use of 248nm and 
308nm laser radiation. The transmission profiles of these AA are pre- 


sented. 


The kinetics of stable bleaching of JY -irradiated CaF, crystals 
doped with both rr and two rare earth activators(rr,Nd) were investi- 
gated in beam of 308nm laser. The absorption spectra of these crystals 
before and after bleaching were obtained. All results have been com- 
pared with the case of 488nm argon laser irradiation, 
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An interesting phenomenon of coloration increasing in some Calo: pr 
crystals instead of bleaching under 248nm laser irradiation has been 
observed. This coloration destroyed in beam of 30%nm laser, 


Some examples of application of the AA on the basis of photooxida- 
tion for beam shaping, I.0oum second narmonic conversion efficiency 
increasing,and brightness enhancement of I.Ooum and 2.94um oscillators 
are presented herein, 


I. INTROUUCTI ON 





The problem of fabrication of AA for high-power lasers with wave- 
lengths A in near-Ik demands the crystals with special composition: 
the induced absorption coefficient of these crystals under tne irra- 
diation by the ionizing radiation, K must nave a value greater than 
I-2cm in this spectral range. The induced absorption of such mate- 
rials must be stable in near-Ik laser beans, 


The very good material for producing AA on the basis of bleaching 
of ¥-irradiated crystals is fluoride (Vak2) doped with rare-earths, 
Such crystals were found to be perspective for fabrication of AA up 
to 3.4um and also in the visible region, Tnere were, samples of CaFo 
with values with absorption coefficient K~I.6-6cm “at A=I.Obnm, 


Using of rare-earth activators is baved on cvneiderable ailfergnes 
of TR?2t and TK “absorption bgec tra in visible and near-Ik region,.~~ 
The absorption spectra of Tk~* in this range are caused by parity- 
forbidden f-f'-transitions inside the same electron configuration, 
these spectra consist of groups of narrow discrete lines. Allowed 
4f-5d transitions with more wide absorption lines are known to be 

in the UV region of spectrum for the Th * Il Inap} te of Tk°t have 
the same electron configuration as corresponding 1k +(e.g.,Sm°+ has 
the following electron configuration: 4f¢5s¢5p6,that is the same one 
for Eu’t), 4f"-+5d-electron configurations of Tk*t is located lower 
than in the case of TK3+. That is why along with typical for the rare 
earths forbidden transitions inside 4f* configuration, the allowed 
ones in mixed 4f%-+5d configurations with wide intensive absorption 
bands in visible and near-Ik region take place. 


The typical valent state of rare-earths in tne chemical composi- 
tions is known to be as +3. It should be mentioned that Ce,rr, and 
Tb can have +4valent state. In the CaF, lattice owing to divalent 
state of Ca, the possibility of change the rare-earth valent state 
from +3 to +2 enhances. The ordinary valent state of Tn in grown 
CaFo:TR is found to be as +3, but under the action of different ex- 
ternal sources(e.g. irradiation by ionizing radiation, additive colo- 
ration in alkaline-earth vapour,electrolysis) the Tx valent state can 
become +2, Heating up to 200-400~C and irradiation by light fyop,vi- 
sible to UV can change divalent state of Tk on trivalent one ~’~‘, 








In the set of TR the best one for doping in CaFo for fabrication 
of AA 4n near-IR spectral region is found to be praseodymium impuri- 
ty: Pr has wide intensive absorption band in visible and near-Ik, 
while Pr-"spectrum has’- few ngrTaw lines.( It should be noted that 
inspite of in most papers,e.g.”’ these wide spectral bands identi- 
fies with bands 9f gr *, there is also the opinion, that it may be 
@ spectrum of pr'* %, 


The typical spectrum of 7'-irradiated CaFo:'r crystals consists of 


summa of trivalent gnd divalent ions ones because of only ~I0% 

of Tk?" convert to TR°* by )J' -irradiation. ‘lo have a pure TR°tspect- 

rum in CaF, we must heat this crystal in alkaline-eartn metal vapgur 

(to carry Sut its additive coloration(tnermochemical reduction) ).~Un- 
fortunately, we don't know the examples of CaFoirr additive .colorati- 
on, that is why we will consider the summary spectrum of prot narrow 

lines with the wide absorption bands after the Y-irradiation of these 


crystals. 


The phenomenon of photooxidation of tRo* in Cak> have been inves- 


tigated in O14, , but the changes of rr ions valent state under 


the light irradiation, has not been considered. It snould be also 
mentioned the paper where some photochemical bleaching of pure 
CaF, without impurities colored by ionizing radiation nas been inves- 


tigated. 


In this paper we consider the advantage of using the UV radiation 
as compared with visible light for the photooxidation and optical 
bleaching efficiency. The main difficulty for ,»roducing AA with"soft" 
transmission profile is following: creation the high-quality bean 
spot of UV source. For inside-cavity AA with diameter 2-4mm with the 
use of lens in beams of 308nm and 248nm lasers this probiem has been 


solved. 


2 ABSORPTION SPECTRUM OF Y-LKKAVIATED Cafosrr CxYSLALs 





CaFo Single crystals doped with PrF3 were grown by Stockbaryer 
technique in the specific reactive atmosphere to be of necessity for 
the alkaline earth and rare earth fluoride crystals of good optical 
quality processing. The equipment used was in yeneral outline like the 
one, described in 2, In a typical run a carbon crucible was filled 
with the mixture of the previously ground CaFo crystals "for an opti- 
cal application" grade(purchased from the Industrial sranch of the 
State Optical Institute, Leningrad) and commercially available irF 
powder(better, than four nines pure with respect to cation). The LPP3 
concentration values ranged from 0.005 to U.6 lol.%. The reactive __ 
atmosphere employed was obtained by thermal decomposition of teflonl® 
in vacuum or inert gas atmoshere just before melting the charge. 
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This metaod has yielded the crystals with good transparency in vi- 
Sible and near-]a region, absorption spectra demonstrating only cha- 
racteristic prt’ ions lines. Figure I presents the absorption spect- 
rum of one of such crystals witn Fr concentration 0.2i.0l.% and Sample 
thickness d=7mm(curve I,solid line). 


Curve 2 at Figure I demonstrates tne absorption spectrum of this 
crystal after the exposition of }-irradiation( 10%roentgen). 


Curves 3 and 4(dotted lines) at Figure I present absorption spec- 
tra of pure CaF, with d=7mm before ye ¥-irradiation and after it 
accordingly. In difference gt paper tne value of irradiation dose 
in our case was greater( IO roentgen),that is why tne induced absor- 


ption coefficients K are found to be greater in our experiments than 
in paper 


nit should be mentioned that at first stage of ¥ -irradiation the 
TR°* concentration grows very quickly with agse increasing. In the 
case than irradiation dose value exceed 3,10°-10'roentgen tne Tx°* 
concentration enhances slowly. Interesting tnat in rr concentration 
range in CaF> crystals from 0.1-0.0 mol., tne adsorption coefficients 
efter irradiation don't depend on tne value of concentration~., 
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Figure I. 
The measurements at Figure I were made with tne use of spectropno- 


tometers SF-8, sF-20 of LOiU( Leningrad), opectrometer Lambda 9 of 
rerkin Elmer Ltd., IKS-29 of LOwO, wodel Graphics In of rerkin Elmer 


Ltd. spectrophotometers, 
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3,O0rTICAL BLEACHING OF ¥-0 JOLORED CaFo:Pr ChYsTALS UdiDen THE LlanaAvlali- 
OW OF sootOnt JAVELENGIn LIGaT 








3.I.UV lignt irradiation 





Figure 2 presents the pnotograpn of Calo:rr AA witn ~louwm in aia- 
meter made with the use of IkwW mercury lamp vkSsd-IU00 with water 
filter to cut of tnermal radiation. [ne irradiation time was vi0nou- 

res wnen we used lens to focus laip radiation. 


ns the lengnt of crystal ¢Simmw witn irradiation of each 

of ,two polish crystal faces we obtained yvreater than 
I0-times bleaching (in transmittance values)for A = 
O.63um, and ~I60O at A=I.06um at above mentioned time 
interval. 


So investipate bleaching of crystals under j30&8nm Xecl 
laser light irradiation we usea [ia thickness c' samp- 
les. 





Figure 2. 

Figure 3 presents tne kinetics of oleacning of two 
of such sampleS:curve I - for Ca8o:rr crystal with rr concentration 
rO.6ii01.%, and curve 2 -for CaF, -6, errF3-U0.05NdF3 sample. ELI-73 of 
Tartu EAR ASESSR nad 20mJd 25ns Sulses wita IUHZ repetition rate.T.ne 
beam spot had 5xIOnmm sizes, 


Figure 4 shows the chanjes of spectra in these experiments: solid 
lines- before 308nm irradiation, and dotted lines-after above inenti- 
oned expositions. 
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Figure 3.Kinetics of dopedX-irra- figure 4.Changes in spectra of 
diated CaF2 bleaching doped J -irradiated CaFo after 
pleaching 


An interesting effect nas been observed in one of CaF5:Pr sanple 
(pr concentration was ~0.2ii0l1.%, and sample was cut from the 2v0mn 
crystal of State Optical Institute growth). The 30'' polisn sample 
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with 38mm thickness after 104-I0°rad ¥ -radiation dose was exposed by 
248nm KrF laser radiation during I5min( Idns IHz repgtition rate di- 
charge laser had pulse energy E=~50mJ wito O./7xl.2cm“beam spot) .In- 
stead of bleaching which we observed with another CaF.,:rr samples 
under 248nm light radiation, the additional induced absorption appea- 
red in ~5-I0mm layer inside of such crystal. figure 5 shows the chan- 
ges in absorption spectrum of this sample(curve I-before 248nm irra- 
diation, cirve 2- after it). 


After the exposition of such 
crystal sample by 308nm radiation 
(dicharge XeCl with I5ns pulse du- 
ration, IHz repetifion rate and E= 
30nJ in 0.9x0.6cm*spot) during I5 
ob... + min tne absorption induced by 246 

03 04 0506 ry nm radiation disappeared. 


am 


ABsorption,% 
2 s 
> ye 





Figure 5. Induced absorption effect 
after irradiation of sample by 
248nm laser light. 


3.2.Fabrication of apodized apertures by the eximer laser radiation 





In described below experiments we used mm thickness CaF,-0.cPrF3 
samples after five years ago irradiation by I0' roentgen dose }-radi- 


ation. 


Three schemes of irradiation by eximer laser light are presented 
at Figure 6a,b,c. 


F= 10cm $= oem $= 5om 

248nm 308nm 0 

alee Fic 10m, THz “omy, Hz 
; , 30min P 1 hour 


Figure 6. AA fabrication by eximer laser light. 
AA transmission profiles are presented at Figure 7. To increase 


the transmittance value in the central part of AA we must expose 
crystals by laser irradiation in longer time interval. It should be 
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noted that the problem of maximum transuwittance in the centre after 
the bleaching must be considered in special investiyvations, 








100} 

. AS compared witn 438nm aryon la- 

~~ 67 Ser radiation the efficiency of 

s bleaching in the case of 4&$8nm is 

vA 50+ less than in UVregion. Ihe sane 

z C ae asic th in the cent- 
| N\A re o nese crystals we observed 

< = only after 2-jnoures 2 power con- 

= ; . oo . tinous laser irradiation, The hea- 
) 2 - mm ting of crystal during argon light 

Figure 7.Transmission profiles irradiation with this power can 


; ys Cc , ; 7 + +) . 2 aw 
of fabricated AA at A=0.63un. Ouse in crystal indesirable stres 
ses. io be fair it is easer to make 


accurate profile of AA with good optical quality comercial argon la- 
ser beams than in eximer ones, 
4.,ArrLICATION IN NEAR-Ik LASERS OF ArOvLIZED ArEXiUKLS ON HE BASIS 

Or rHOTOOXIDATION 








Note that at A=I.Qoum under the irradiation of single-pulse laser 
radiation these AA made of Y-irradiated CaFs:rr crystals do not 
bleach till samples are damage. In focused faser beam at A=I.O06um 
the surfage damage of these cryg fais 143 observed at the intensity of 
5.-107Wi//em", bulk damage-at 2.10*+*W/cm" (pulse duration was IOQns,veam 
spot in focus was 27um and 4.,6um,respectively). 


AA were used inside the cavity of 2.94um Er:YAG laser in free run- 
ning oscillation and Q-switched 1.O06um Nd:YAG laser, 


Er:YAG laser had a semiconfocal resonator with jm hard mirror and 
30% reflectance plane one. In case of hard-edge aperture inside this 
resonator it must have a diameter less than jmm for single-mode la- 
sing. I1.3-1.% times increasing in output energy(at different pumping 
voltage) and I.52 times diminishing in beam divergence in single-mo- 
de lasing as compared with hard-edge aperture have been observed in 


case of photooxidation AA inside resonator, 


A single-mode lasing of Nd:YAG oscillator with 4% reflectance and 
hard plane mirrors took place only with e.5mm hard-edge aperture with 
about 30% of the output energy hard aperture bein; removed. When we 
placed AA the output energy in a single-mode lasing increased up to 
55%(0.1J) from the multimodg case. The detail information of these 
experiments is in the paper ° 


AA of Figure 2 has been used for 2years at laser system output 
of 2.5J energy and 25ns single pulse duration(A =I1.06um). In this 
case second harmonic conversion efficiency increased from 405, up to 
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55% Owing to better filling the cross-section(Ad has smooth flat-top 
transmission profile). Such experiment has been made by Yu.K.Nizien- 
ko of the I.V.Kurchatov Institute of Atomic Energy. 


9 CONCLUSIONS 








The investigations shown that fabrication of photooxidation AA 
with optical bleaching by the eximer laser radiation is easy and 
fast. The efficiency of bleaching in the case of UV radiation is 
greater than in visible range of spectrum. Two problems must be sol- 
ved to produce commercial AA:I)to make the transmittance in the cent- 
re of AA x 94%, and 2)to shape high-quality eximer laser beams for 
fabrication the AA with large diameter(up to 5umm). 
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Use of Excimer Lasers in Medicine: Applications, Problems, and Dangers 
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348-354 


[Article by J. Mommsen and M. Sturmer of the Laser Zentrum Hannover e.V., 
Department of Production Engineering] 


[Text] ABSTRACT 


The use of excimer lasers in medicine is the subject of this paper. The interaction of UV-radiation with organic 
tissue, and dangers and problems arising from medical apolications of excimer lasers are topics covered here. These 
deal not only with beam guidance, but also with questions concerning carcinogenity and mutagenity resulting from 
UV-radiation. Examples of several applications are also given. 


1. INTRODUCTION 


During the last few years, the use of laser systems in medicine has been continously increasing. After the laser 
principle was discovered in 1961, above all, professionals in ophthalmology and dermatology started to use the laser 
for therapeutic purposes. After some enthusiasm in the beginning about the marvelous new tool, the scientists were 
brought back to reality mainly by the technical deficiencies of the first laser generation. Extended fundamental 
research was necessary to prove the feasibility of using lasers in medicine. Early investigations in this area dealt with 
the simplification or even solution of well-known problems in medicine using a laser. 


However, the development of laser systems has not been advanced by medical applications, but by increased use in 
general material processing. After almost 30 years of intensive research and development, reliable CO), Nd:YAG, 
and excimer laser systems are now available. In several domains in medicine they have been established as tools, 
and many operations would hardly be possible without them. Figure 1 shows the development of therapy diagnostic 
expense during the last six years. 
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But today many questions concerning the safe use of lasers in medicine are still unanswered, for example, the 
carcinogenic and mutagenic effects of UV-radiation on organic tissue. Therefore, Kaplan's statement is still valid 
today, as in 1965: “Never use a laser if you don’t need it.”! 


2. INTERACTION OF LASER RADIATION WITH ORGANIC TISSUE 


The effects of laser radiation on organic tissue in relationship to power density and pulse duration ts the topic of 
figure 2. They can be separated into four different processes: 


2.1. Photochemical reactions 


This method of treatment takes advantage of the fact that all organisms needs light for important biochemical 
reactions in the cellular system. Laser light can stimulate and catalyze some photochemical reactions. A good 
example is photodynamic cancer therapy in which a photosensitive medium is inserted into the body. The toxic 
effects to cancerous cells only occurs after intentional irradiation, preferably with short-wave laser radiation. As 
opposed to the well-known chemotherapy, the patient is given a less harsh, selective treatment, using low energy 
densities. 


2.2. Thermal effect 


The thermal effect of laser radiation essentially consists of vaporization (cutting) and coagulation of tissue. The 
power density ranges from 107 to 10 W/cm2. In this case, the temperature level and the irradiation time are critica! 
values. This relationship is illustrated in figure 3. It has been proved that apart from some special intended thermal 
effects, temperatures higher than 40 degrees Celsius are to be avoided, as they generally result in cellular death. 
Because of the absorbtion qualities of organic tissue, this can only be fulfilled by high pulse peak power and 
simultaneously low penetration depth. 


243 









































































































Temperature (°C) Tissve-eltects 
| 
power density - steaaias 
W/cm? hssue-inpries 
d ' 
10 164. pnotoasruption loosen up membranes 
(optical breakdown } 40-<5° depending on tune 
® celluar death 
10 WN r— tivence Jicm?* | 60° starting coaguiction 
dencture of protems 
toadlation 156 
108 1 | Gencture of ¢ 
102 80° ouagen 
10° vaporisation | membrane deflects 
10* - 10> koaguiation oo ite 
thermo! 
saan photodynamec | 
10° < therapy 
| ever 180° carboruzction 
oo dios timuiation | 
10°" 10” 10% 10? 10° 10° ~=10° ever 300° evaporation seconds mnwtes hours 
time of treatment sec | 
) 1689 - 10 Mo Quelie Berken. Muller 
source . J Heifmann 
3 1651-30 St end 7. Brodzinsk 





Fig.2. Influence of power density and pulse duration. Fig.3. Effects on tissue depending on temperature and duration 


2.3. Non-linear processes 


At power densities ranging from 10° to 10!! W/cm2. ablation takes place, commonly known as “Srinivasan 
Ablation” in material processing. Due to high power density, the irradiated tissue is locally heated so quickly that 
immediate vaporization occurs. Heat conduction to the adjacent area is very limited, resulting in limited materia! 
damage. 


2.4. Photo-disruption 


At even higher power densities, achieved by excimer or Q-switched Nd:YAG lasers, plasma is generated during the 
laser pulse. The remaining pulse energy heats the plasma which expands and reflects a laser-induced shock wave. 
Soft tissue absorbs the shock wave, appropriate to mechanical principles, and is usually deformed elastically. Hard 
materials, e.g. calcium deposits, can be selectively destroyed, when the increasing pressure exceeds its maximum 


breaking point. 


3. EXCIMER LASER IN MEDICINE 


3.1. State of the art of system technology 


In the last few years, the development of high power et lasers for material processing has been intensified. 
Today several systems from different manufacturers a.. vn the market, which justify the term “industrial lasers” 
Stagnation of laser applications in the medical sector is due to the following reasons, as revealed by laboratory 
experiments: 


Beam guidance is restricted by insufficient optical fibers which is dealt with explicitly in section 3.2. .The effect of 
strong UV-radiation on some cellular types, as far as mutagenity and carcinogenity are concerned, has not been 
answered definitely. Using excimer lasers with rapidly changing inert gas halids as an active medium -which results 
in synchronously changing wavelengths- is accompanied by severe technical problems. 


244 











3.2. Beam guidance 
3.2.1. Optical fibers 


One of the most difficult problems in using excimer lasers in medicine is how to guide the beam. The advantage of 
optical fibers is based on flexibility and miniaturization of tools, which is very important under limited working 
conditions, ¢.g. when working on joints. Quartz glass fibers are only suitable for wavelengths from 200 nm to 2000 
om because of their transmission properties. It should be mentioned that at the outer limits of this range, satisfying 
transmission properties cannot be achieved. This phenomenon has its ongin in high damping, non-linear absorbtion, 
light ageing and the creation of finite colour centers. For example, at 193 nm and at an initial energy level of 2 mJ. 
after 30 pulses, transmission is reduced to 10% of the original value. For wavelengths between 193 nm and 351 am, 
radiation 1s transmitted, but output energy does not exceed several mJ in long duration use 


Only recently an important step was taken by using tapered fibers, Le quartz glass fibers with a conically-shaped 
input device. At 308 am, up to 250 mJ could be transmitted through a 1000 tm-fiber. As its working life was greatly 
reduced, its clinical feasibility ts still uncertain. Another disadvantage is the greater diameter leading to a reductior 
of flexibility. The use of long-pulse lasers is another concept for more efficient transmission of excimer laser 
radiation. It allows a decrease in maximum pulse power, which is one of the main reasons for fiber damage 
Extensive experiments with XeCl excimer lasers at 28 ns, 60 ns and 300 ns pulse duration confirmed a rise in the 
damage threshold level-. In conclusion, we can notice that both low transmittable energy and insufficient long-time 
transmission behaviour of current fibers do not allow for clinical use of fibers in the UV-range. 

For these reasons, the use of fibers in connection with excimer lasers is still limited to laboratory work. 


3.2.2. Mirror arms 


Beam guidance by mirror arms is well established in connection with CO>-lasers. From the technical point of view, 
this is a very expensive solution due to the fact that there are no suitable fibers for many wavelengths. In medical 
applications this method ts used for radiation ‘transport’ from the laser source to the irradiation area. One exception 
is for Nd: YAG-lasers, high-power fibers are available 


4. EXAMPLES OF APPLICATION 


Ophthalmology was one of the first clinical ranges for the excumer laser. AU T93 am, the cornea of the human cye ts 
treated by using defined cuts to correct the refractive index. In comparison to mechanical tools, the decisive 
advantage of this technique is the possibility of exactly controlling both cutting de pth and width. Minimal thermal 
damage is caused to the eye, in contrast to CO>-laser treatment 


In dermatology, birthmarks have been treated with different laser types for many years, but the best results have 


been achieved by using excimer lasers 


Growing interest is scen in the removal of PMMA bone ce ment using C XCIMeT lasers during endoprothetic hip joint 
replacement operations (fig.4)°. The power density ts about 10° W/cm*. Apart from mechanical tools, up to now 
the CO»-laser has been used. There are indeed some medical advantages, but the main disadvantage 1s that the 
PMMA bone cement cannot be removed by a controlled ablation process but by thermal burning. This results in a 
high amount of toxic gases that are detrimental to the patient's and the operation team’s health. In comparison, 
studies at the LZH of the removal of PMMA bone cement using excimer lasers have shown that not only high 
amounts of a defined volume could be removed, but there are clearly fewer emissions 
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Fig.4. 

Material removal with 
excimer laser. 

PMMA bone cement. 








Two additional examples will illustrate the possibilities of using excimer lasers in medicine: 


In diagnosing thrombocyte functions, testing samples consisting of pure collagen with drilled holes of 4 mm length 
and 0,5 mm in diameter are inserted. Collagen is a protein that will coagulate at temperatures exceeding 60°C and 
which then loses its biochemical properties. Up to now, mechanical drilling is the only process to produce these drill 
holes, but this process is not reproducible and friction in the drill holes leads to thermal damage. New examinations 
have shown that holes can be produced exactly and without damage, using an excimer laser. 


In Figure 5, holes produced by different laser types are compared. 
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A similar difficulty occurs in drilling pills. Thin holes influence the dissolution behaviour, and subsequently the 
dosimeiry. Again, tests confirmed that the best results in reproduction with a minimum of discolouration are 
obtained with excimer lasers, as illustrated in Figure 6. This technique is now being applied in industry in the 
experimental stage. 
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5. RISKS AND PROBLEMS 


The UV-spectrum is usually divided into the following wavebands: UVA (400-320 nm), UVB (320-290 nm), UV¢ 
(290-200 nm) and VUV (<200 nm). UVA and UVB are part of the natural radiation reaching the earth’s surface 
from the sun. UVB is about 1000 times more effective than UVA for many photobiological processes, e.g. tanning. 
The last few years have yielded many papers dealing with the influence of intensive UV-radiation by excimer lasers 
on organic tissue. At present, almost 10,000 publications are being recorded and evaluated in a data base. First 
results show that intensive UV-radiation of organic tissue results in cytotoxic and mutagenic effects. Above all, 
wavelengths near 260 nm must be avoided, because at this wavelength a maximum of absorbtion of cellular DNA 
occurs?) The investigations indicate a dependancy of possible damages on the type of cell treated. There is no 
compete agreement among the statements, because of different or non-documented experimental parameters. For 
this reason, comparison of the experiments is only possible within certain limits. Compared with natural UV- 
radiation by the sun, the treatment of dermatopathies with excimer laser radiation generally can be recognized as 
safe4. Other applications, ¢.g. meniscus smoothing in the knee, are judged cautiously by experts. They argue that this 
kind of cell is naturally not exposed to and therefore sensitive to UV-radiation. 


A further problem that is not limited to excimer lasers ts aerosols and dust generated by medical treatment with 
laser radiation as shown in figure 7. Both can be harmful for the paticnt as well as for the operation team. The 
urgency of solving this problem has now been generally recognized, and will be one of the crucial points in the 
EUREKA-project “Laser Safety” that is now in the proposal stage. Among other things, exhaust installations and 
filter techniques that satisfy requirements of both material processing and medicine techniques should be developed. 


247 




















- Excimer - Laser 


Po, Ce Pa Fe oe 





laser type Sa natericiWawe| | machiningSproc 
- CO, -Laser - organic tissue - cutting 
- Nd: YAG - Laser - plastics - material removal 


- surface treatment 














\ 


products released dus 











PRT RTT. | aazcintiion 
® gas 
e pyrolysis products 








e dust 
e aerosols 


¢ different types 
of organic cells 


i 

































dangers depending on radiation, emission levels and 

particle size Fig 7 

INERT, TOXICAL, MUTAGENIC and CARCINOGENIC effects Dangers to patients and operation teams 
3 1708 - 30 Mo ©x2k 1991 


during laser surgery. 





6. CONCLUSION 


The use of excimer lasers in medicine is, apart from some exceptions, in the experimental stage. This is due tc 
technical-physical problems concerning beam guidance on the one hand, and the effects of UV-radiation on organic 
tissue that have not been cleared up on the other hand. The advantages of excimer lasers to other types are high 
absorbtion, precisely-controlable ablation and low thermal secondary effects. They have lead to intensified 
fundamental research, and new applications and the verification of existing ranges of application concerning the 
safety factor can be expected. 
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Bundle of Tapered Fibers for the Transmission of High-Power Excimer Laser 
Pulses 
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[Text ] 
Abstract 


For the transmission of high power excimer laser radiation in the kilowatt range a flexible bundle 
of tapered quartz fibers is presented. 30 fibers with a tapered coupling section are assembled to a 
bundle, which is tested with an excimer laser providing 2 J pulse energy at repetition rates of up to 
20 pulses per second. The bundle showed good transmission qualities at 308 nm wavelength with 
an output power of 0.5 J/pulse. Catastrophic damage of fibers or other bundle elements did not oc- 
cur during irradiation. The transmitted energy remained constant over the energy range tested with 
short irradiation times and low frequencies and is sufficient for material processing. 

At present, the transmission efficiency of the bundle is about 25 %. 


1. Introdu n 


Presently, within the framework of an EUREKA project (EU 205) excimer lasers providing kilowatt 
power at 308 nm are under development. One approach is the development of a laser with repetiti- 
on rates of 1000 pulses per sec and a pulse energy of approximately 1 J (Lambda Physik, Gdttin- 
gen). A second approach is a laser with lower repetition rates (250 pulses per sec) but energies of 4 
J per pulse (Siemens / KWU, Karlstein). The pulse lengths of both laser types are approximately 50 
nsec. 


It is obvious that these power densities cannot be transmitted by single flexible optical fibers [1, 2, 
3}. At 308 nm wavelength, the maximum pulse energy which reliably can be transmitted by a sin- 


gle 600 um fiber is about 100 mJ per pulse (see below). 


Therefore, a flexible fiber bundle is a solution. Conventional fiber bundles, however, are not suited 
for high power UV transmission because of several reasons. The high peak power may damage the 
fiber surface and due to interactions of the UV light with the cladding between the single fibers the 
bundle will be destroyed by material ablation [4]. These problems can be solved by using fibers with 
a tapered input section which allows reduction of the input power density by enlarging the front 
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surface and focusing the radiation into the tapered input region. Using a quite different bundling 
system yields that the fiber cladding and coating isn't affected so much by the laser radiation. An- 
other important point when using tapered fibers is the easy handling of the tapers with regard to 
misaligning. Taper shifts in the range of the diameter of the affiliated fiber or distortions in the 
range of 1 or 2 degrees don't influence the transmission of the tapers [5]. 


2. Materials and Methods 





2.1. Taper samples 





All the taper samples used are provided by Heraeus Quarzglas GmbH, Hanau (FRG). They are made 
of synthetic fused silica with undoped core and fluorine doped cladding. Dimensions of the tapers 
are given in fig.1. In order to avoid damage along the tapered fiber, no splicing has been used. The 
input ends were fire polished directly after drawing, the fibers are coated with a polymer coating. 
The untapered fiber ends were cleaved with the fiber cutter (INFOCUT). 
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Figure 1: Single taper used in the bundle. Input diameter D variable, tapered region T <100 
mm, length L of the fiber end 2 m, fiber core diameter d=600 um, cladding to core ratio: 1.1 


2.2. Choice of optimal taper geometry 





The most comfortable way of coupling light into a tapered optical fiber is the direct use of the out- 
put beam of the laser which is matched to the taper diameter with an aperture. Using tapers with a 
large input area (diarmeter D > 3 mm) and 600 um fiber ends, we looked for the most suited apertu- 
re diameter. One can see that the output energy is growing with increasing diameter but remains 
constant for diameters larger than 2 mm (fig.2). This means that a maximum effective taper diame- 
ter exists for light beams with low divergence. Light beams with diameters smaller than this effecti- 
ve diameters actually are subjected to internal focussing within the tapered section and are guided 
in the fiber. Beams with larger diameters exhibit greater losses due to multiple internal reflections 
of the light rays This leads to a reflection angle greater than that acceptable for total reflection and 
therefore the aperture cone of the ray may exceed the angle of numerical aperture of the fiber (cf 
[4]). The effective diameter is depending on fiber end diameter, numerical aperture of the fiber and 
the ratio of the tapered length T and the input diameter D. The transmission of a system with good 
surface qualities and optimized taper shape in axial direction can approach 70 % . On the basis of 
these results, tapered fibers with a front end diameter of 2.4 mm were used for assembling the 
bundle. 
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Fig. 2: Output decrease (normalized to the maximum fiber output) of a single tapered fiber as a 
function of the laser beam diameter. The output energy does not further increase for beam diame- 
ters larger than 2.4 mm. 


2.3. Assembling the bundle 


A prototype of the bundle was assembled consisting of 30 tapers designed as indicated above. For 
the packing mechanics several aspects had to be kept in mind: 


1) The fibers must be packed as dense as possible to minimize geometric losses. 
2) It must be possible to exchange defect fibers. 


3) The outcoupling ends should be flexibly packed to allow processing of different geometrical de 
signs. 


The front end of the bundle consists of layers of brass plates with grooves which are staggered rel- 
ative to the previous layer so that a good, through not yet geometrically optimal packing density 
can be obtained. For the outcoupling ends a clamp with variable plastic insets was constructed. 
The fibers are protected against damage with a flexible plastic tube. With this packing method, the 
bundle in principle can be enlarged to an arbitrary number of fibers. 

Fig. 3a shows the front end of the bundle, fig. 3b the rear end. 





Fig. 7: a Front end, b rear end of the bundle 
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2.4. Measurement setup of transmission properties 


The bundle should be equally suitable for use with the laser providing high repetition rate (Lambda 
Physik) and the laser providing high pulse energy and consequently high power density in the bun- 
dle (Siemens / KWU). Experience with bulk materials and untapered single fibers indicate, that the 
latter is the more critical property. Therefore the high pulse energy laser (Siemens / KWU XP 2020) 
was used to test the bundle. 


In order to detect fiber breakage due to packing, the bundle was screened with a HeNe laser before 
starting the experiments. As the emerging UV radiation would damage adjacent fibers, it is neces- 
Sary to remove damaged fibers. This is easily possible by lifting the brass layer and pulling the fiber 
in forward direction with tweezers without misaligning the neighbour fibers. 


For the measurements a laser with 2 J pulse energy and a beam area of 40 x 50 mm? and a pulse 
length of 50 nsec had been available. Maximum possible pulse repetition rate of the laser was 20 
pulses per second. The laser beam had sharp edges and therefore was collected with a lens with 2 
m focal length without using an aperture. This slightly converging beam could be coupled into the 
bundle. Previous experiments had shown that the use of an aperture leads to unnecessary high ge- 
ometrical losses. 


Energy measurement was performed with the ratiometer J 2000 from Molectron with detector 
heads J25HR (Molectron) and ED 500 from GenTech. Energy variations were possible with a dielec- 
trically coated mirror. 


The experimental arrangement is shown in fig.4. 
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Fig. 4: Experimental arrangement 


A pyroelectric detector array system (Spiricon) was used to measure the energy distribution at dif- 
ferent distances from the bundle end. 
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3. Experimental results 
3.1. Experiments with single tapers 


Some experiments with a single taper were made at the long pulse EUREKA laser described above 
to work out the limitations of the fiber bundle with respect to power transmission and bending loss- 
es. A single tapered fiber was able to transmit up to 115 mJ corresponding to an output power den- 


sity of 814 MW/cm2. Bending losses of the fibers are neglibile for the usable bending radius of the 
bundle of about 0.5 m. 


3.2. Transmission of the bundle 


Fig. 5 shows the transmission in percent of the bundle containing 29 tapers as described in fig. 1 
(one of the original 30 tapers had to be removed due to mechanical damage) when the pulse energy 
of the laser was increased from 50 mJ up to its maximum value of 2 J. Clearly, the percentage of 
transmission is independent of input pulse energy in that energy range. The maximum pulse ener- 
gy at the end of the bundle is 500 mJ per pulse of 50 nsec in length (17 mJ per taper) correspond- 
ing to a peak power of 107 W. The results of fig. 5 and experiments with single tapers indicate that 
one probably can extrapolate these data for a laser providing 4 J per pulse, i. e. one can expect 1 J 
per pulse after transport through the bundle of the present configuration. 
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Fig. 5: Transmission as a function of the laser energy at a repetition rate of 1 pulse per second. The 
transmission remains constant and is nearly 25 %. 


nflu f laser 


Fig. 6 shows that within the range of repetition rates provided by the Siemens / KWU laser the per- 
centage of transmission is independent. Generally, up to repetition rates of a few hundred pulses 
per second, there is a minor dependence on the repetition rate. Thus one can estimate that a taper 
bundle may be capable of transmitting 250 pulses per second of a 1 kW laser of the Siemens/KWU 
type with a similar efficiency as is shown in fig. 5, i. e. that 0.25 kW will be available after trans- 
port with the bundle. For the 1 kW laser providing high repetition rates (Lambda Physik) the ex- 
trapolation is more difficult. However, the lower pulse energy may counteract the effects of high 
repetition rates and thus the bundle may be equally suitable for that type of laser. 
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3.4. Energy distribution at the bundle end 


For industrial applications such as material processing it is necessary to quantify the homogeneity 
of the energy profile. This has been tested with a detector array system. 
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Fig. 6: Transmission of the bundle as a function of the pulse repetition rate. No significant in- 
fluence can be seen. 
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Fig. 7 Contour plots of the bundle output: a) Near field and b) far field at a distance of 7 mm from 
the bundle end. 












































In the near field patterns (i. e. directly at the fiber ends) some fibers show excellent transmissions 
whereas others are comparably poor (fig. 7a). The average energy per fiber at maximum transmis- 
sion was 17 mJ whereas the actua! energy per fiber calculated from the array graphics was from 
about 3 mJ up to 40 nWJ. This significant difference for the most part comes from inhomogeneities 
in the laser output beam, say in explanation, that tapered fibers at the periphery of the bundle are 
in a zone of lower laser energy and therefore show less fiber output. Screening each single tapered 
fiber with a parallel excimer laser beam, we found transmission from 30 to 65 % . 


Energy distributions also were measured in delined distances from the bundle end. We found that 
in a distance of 7 mm the power distribution is homogeneous enough and the energy rise is still 
steep enough that an application in material processing is possible (fig. 7b). 


4. Discussion 
Our flexible tapered fiber bundle has a transmission of 25 % which is below the possible limit for 
several reasons. First, the geometric losses at the front end of the bundle can be further reduced by 
denser arrangement of the tapers. Second, the transmission of individual! tapers still varies. Re- 
placement of the poorer tapers will increase the total transmission of the bundle. In total, we esti- 
mate, that under optimal conditions a transmission of 40-50 % can be achieved for the bundle. 
lhus it appears possible to obtain 2 J per pulse of a 4 J laser after transport through the bundle. 


A question which has not been addressed directly in the work reported here is the lifetime of the 
bundle. However, data for individual tapers, fibers and bulk materials are available. For example, 
using an excimer laser with 8 nsec pulse length, 12 mJ could be transmitted without considerable 
losses over several 100,000 pulses, that is a power density considerably higher than used in the 
bundle [5] 


5. Conclusions 





[he main problems for high power UV transmission through synthetic fused silica fibers and other 
optical devices are the possibility of surface damage and induction of absorption bands at high 
power densities and depending on the wavelength 


Concerning the fibers, at 308 nm laser wavelenght the problem of surface damage due to high in- 
put powers can be solved by using tapered fibers. The advantage of these fibers is that transmis- 
sion up to 70 % at parallel incoupling is possible. Under these conditions the fibers can be packed 
into a bundle 


We constructed prototypes of such a taper bundle and reached a transmission of nearly 25 % of the 
laser output energy of 2 J with a 50 nsec pulse. There are good reasons to assume that even 40- 
50% transmission can be achieved and that the transmission of a 4 J laser may be possible. 


lhe output energy is sufficient high and its distribution is sufficient homogeneous for applications 
in surface modification and material processing 


rhe bundle transmission was constant over a wide energy range using low frequencies and low 


pulse numbers 
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Spectral and Time-Resolved Measurements of Pollutants on Water Surface by an 
XeCl Laser Fluorosensor 
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[Text] Abstract 





An excimer laser based LIDAR fluorosensor, designed for 
operation from a mobile station, has been assembled at the ENEA 
Centre in Frascati and laboratory measurements on different samples 
have been performed both with spectral and time resolution. A_ low 
divergence high power XeCl laser has been used for excitation of 
typical chemical and biological materials polluting water surfaces. 
Results obtained on thin films of oils most frequently found in the 


Mediterranean sea. 


A rough correlation has been found connecting the average oil 
density with both the overall visible fluorescence yield as well as 


the time decay constants. 


2. INTRODUCTION 





The rapidly increasing interest in environmental problems during 
the last years has pushed scientists towards the development of 
detection systems, suitable for monitoring ecologic equilibria over a 
wide range and for detecting the presence of hazardous species. High 
power laser sources in the visible and the u.v. are the basis of 
active LIDAR instruments. The early development of visible laser 
sources such as solid state lasers, (Ruby, Nd:YAG doubled) and noble 
gas discharge lasers (HeNe, Ar , Kr ) allowed scientists to consider 
the possible detection of major pollutants in the environment either 
through Raman scattering or through fluorescence signals which, for 
most of the organic materials, fall in,the visible spectrum. In the 
last ten years, airborne measurements of Raman and fluorescence 
signals were carried out mostly by using available near u.v. laser 
sources, such as the No laser, emitting at 337 nm, or the triplicated 
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Nd:YAG laser, emitting at 355 nm. Both these standard sources are 
characterized by a pulse duration around 10 ns with either relatively 
low energy (1 to 10 mJ) and high repetition rate (100 to 500 Hz) (N92 
laser), or with a higher energy (10 to 100 mJ) but a lower repetition 
rate (1 to 10 Hz) (III harmonic Nd:YAG laser). 


The use of near u.v. lasers sources introduces several advantages 
with respect to visible sources since most of the organic substances, 
especially those containing aromatic rings or conjugated chains of 
double and triple bonds, can be effectively excited in the near u.v. 
and respond with a rather strong fluorescence. This signal, after 


proper spectral and time analysis, constitutes a finger-print of the 
molecule or, at least, of the kind of molecules involved in the 


excitation process. 


On the other hand, the possibility of detecting a lot of different 
species by recognizing their fluorescence emission bands or by 
vibrational Raman scattering, can render the visible spectrum quite 
crowded. But the recent development of large intensified Optical 
Multichannel Analysers (OMA), together with the use of excitation 
sources emitting more towards the u.v., has made the detection of 
high resolution spectral and time decay signals much easier. 
Nowadays, commercial pulsed excimer lasers are available with high 
output energy (100 to 200 mJ), high repetition rate (100 to 200 Hz), 
relatively short pulses 410 to 20 ns) and a controlled divergence. 
Taking into account the v dependence of the Raman cross section, the 
atmospheric windows and the excitation efficiency of the species 
under investigation, a reasonable compromise can be found for the 
excitation source. For instance, a good choice is represented by the 
XeCl excimer laser emitting at 308 nm with high energy output and 
good stability. At this wavelength, the atmospheric transmission is 
close to its maximum and open sea water is sufficiently transparent 
to allow for measurements up to 50 m below the sea surface. 


The present paper deals with measurements of oil pollution on the 
sea surface. A typical spectrum of polluted sea water will contain, 
apart from the backscattered XeCl radiation at 308 nm, _ the intense 
water Raman signal at =344 nm (with a Raman shift of =3300 cm due 
to the OH stretching), the 'gelbstoff' fluorescence from organic and 
biological wastes, which is peaked between 400 nm and 410 nm, the 
fluorescence of light and heavy oils peaked respectively around 450 
nm and 500 nm, and some chlorophyll contributions peaked around 685 
nm due to vegetation just below the sea level. 


In section 3 the XeCl excimer laser based LIDAR’ fluorosensor 
built at the ENEA Centre in Frascati will be described in the 
configuration for both spectral and time resolved measurements. 
Laboratory results obtained on different middle-east crude oils are 
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discussed in section 4, where both direct fluorescence measurements 
(section 4.1) and water Raman signals (section 4.2) are reported. 
Results of time resolved measurements are shown and discussed in 


section 4.3. 


3. EXPERIMENTAL SET-UP 





The prototype laboratory set-up to be assembled in an airborne 
configuration is sketched in fig. 1. A narrowband high power excimer 
laser (EMG 1003i, Lambda Physik) provides a low divergence beam at 
308 nm. After following a long optical path, necessary for 
compensating intrinsic instrumental delay times, the lgser radiation 
reaches (with a spotsize of approximately 10*10 cm”) the sample 
holder, which is a deep basin containig the oil either at the bottom 
or on the surface of a water column. 


The fluorescence signal is detected either on a fast Streak 
Camera, for time resolved measurements, or on the OMA detector in 
the case of spectrally resolved measurements, after passing a 
monochromator and, if necessary, a filter for removing’ the 
backscattered fraction of the excitation wavelength. When doing time 
resolved measurements, a controllable delay unit triggered by the 
Signal generated by a fast photodiode is added, in order to set the 
streak camera time window. By incrementing the delay time orderly we 
get a number of files which can be assembled by the controlling 
computer. In this way a large time window together with the high time 
resolution of the streak camera can be obtained. Both for OMA and 
streak camera, an average is made over a number of pulses: because of 
this, the effective repetition rate is up to 30 Hz. The available 
computer (IBM PC/AT) is used to control the OMA together with the 
laser and the streak camera, and is further dedicated to do both data 
acquisition and data analysis. The main characteristics of this 
experimental set-up are listed in Tab.1. 
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TABLE 1 





Main characteristics of the experimental set-up 








Laser: XeCl excimer laser 
Lambda Positive branch 
Physics unstable cavity 
EMG 1003i Emission wavelength 

Pulse energy 

Pulse width 

P.R.R. 

divergence (0:) 





Receiver: Newtonian telescope 





Data acquisition system: 





O.M.A.III: Intensified photodiode 


EG&G array detector 1421 
Pulse amplifier 1304 
Fast pulser 1302 
HR-320 monochromator 
Spectral channels 
Spectral resolution 


Streak 2491 control unit 


308 nm 

typically 150 mJ 

17 ns (3 long. modes) 
max. 200 Hz 

hor. 0.4 mrad 

ver. 0.2 mrad 


d=20 cm 
£#5 


0.32 m 

1024 

5 A (147 g/mm) 
0.3 A (1800 g/mm) 


Camera: C2830 temporal disperser 


Temporai ranges 
Hamamatsu Temporal channels 
Temporal resolution 


0.5, 1, 2, 5, 10 ns 
512 
10 ps or better 
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Fig.1. Laboratory experimental set-up for fluorosensor LIDAR. 


4. RESULTS AND DISCUSSION 





4.1. Fluorescence spectra of oils 





A typical fluorescence spectrum from a water column is reported in 
Fig. 2., the water Raman peak is revealed at 344 nm followed by the 
broad gelbstoff fluorescence in the blue region. 


Four different crude oil samples of Middle East origin have been 
considered for the present laboratory experiments. Their average bulk 
density has been measured together with their absorptivity in the 
near u.v. region (from 300 nm to 400 nm). Due to the very large 
absorption by oils in this range, u.v. absgrbance_has begn measured 
in diluted trichloroethylene solutions (10 to 10 g/cm”) by means 
of a double beam u.v. spectrophotometer (Perkin Elmer mod. 330). Oil 
density and absorptivity at a few wavelengths of interest are 
reported in table 2. Under the rather crude assumption that 
solvatation affects in the same way the u.v. absorption spectra of 
the four different oils, bulk extinction coefficients can be obtained 
from the measured absorptivity. Extinction coefficients, also 
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reported in Table 2, have been obtained after normalization with the 


value at 344 nm from the data of Ref. for Kirkuk oil. 
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Fig.2. Raman and fluorescence spectrum of water excited at 308 nm. 
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Fig.3. Fluorescence spectra of four different crude oil samples. 
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TABLE 2 





Physical ang optical properties of some crude oil samples of Middle 
East origin . A=measured absorbance, b=optical path length (0.2 cm, 


1.0 cm), c=oil concentration: a=A/(b*c) . Measurements have _ been 
performed diluting the oils in trichloroethylene, with typical 
concentrations in the range 0.0001 -0.001 g/cm”. Uncertainty on 


density is 0.02 g/cm’, on absorptivity about 208%. 





Oil density absorphivity extinct. coef. 
(g/cm) w.1.(nm) a (cm’/q) k (nm) 
Kirkuk 0.85 308 848 1.10, 
344 495 0.64 
362 384 0.50 
Iranian 0.87 308 231 0.30 
Light 344 172 0.22 
362 131 0.17 
Zarzaitine 0.84 308 288 0.37 
344 134 0.17 
362 106 0.14 
Saharan 0.81 308 319 0.41 
Blend 344 136 0.18 
362 103 0.13 





*, Samples supplied by Stazione Sperimentale per i Combustibili 


(S. Donato Milanese). 
#. Interpolated from ref. 2., values measured at 337 nm and 355 nm 


on undiluted samples. This value has been used for renormalization of 
present absorptivity data. 





From Table 2 we observe that heavier oils, like Kirkuk, have a 
higher absorptivity in the near u.v. In spite of this, heavy oils 
usually present a low fluorescence yield after near u.v. excitation 
Large differences, over more than one order of magnitude, in absolute 
fluorescenge yields have been already observed between light and 


heavy oils’. 


On the other hand, only small differences,in spectral shape have 
been detected in the case of oil fluorescence’. This is confirmed by 
the present experimental data on our four samples with different 
densities. Measurements have been performed first at low resolution, 
by placing a filter in front of the OMA for removing all wavelengths 
smaller than 360 nm (i.e. mostly the backscattered laser radiation at 
308 mm and the water Raman signal at 344 nm). Spectra of arbitrary 
thick oil films on a water column are shown in Fig. 3. Fluorescence 
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emission covers most of the visible spectral range. Spectral shapes 
are quite similar throughout this region, where three maxima can be 
identified, roughly peaked at 460 nm, 490 nm and 540 nm, 
respectively. 


Our measurements (not shown) repeated at higher resolution did not 
reveal the presence of any sharper feature, only shoulders in the 
near U.V. region at 360 nm, 390 nm and 440 nm became more evident 
because the U.V. filter was not used in combination with the high 
resolution grating. The general trend shown by spectral shapes is a 
broadening of the fluorescence spectra towards longer wavelengths 
with increasing oil density. 


In conclusion, the presence of oilS on a water surface can be 
recognized from their typical emission spectra, but the direct 
identification of the specific oil seems to be rather difficult if no 
additional information, e.g. the time decay constants at different 
wavelength as discussed in sect. 4.3, is available. 


4.2. Measurements of water Raman signal 





The O-H stretching in water is Raman active with a Stokes shift of 
3300 cm ~. Illumination of a water column by means of a 308 nm laser 
radiation gives rise to the water Raman signal centered at 344 nm. In 
Ref. 4. it has been demonstrated that the peculiar shape of the 
liquid water Raman peak is traceable to the contemporary presence of 
monomers and molecular aggregates, so that it is sensitive to 
temperature which affects the respective equilibrium. In our 
laboratory, measurements of the water Raman signal have been 
performed at high resolution in the range 330 nm to 365 nm in order 
to discriminate from the intense tail of the backscattered laser 
radiation. First the linearity of the Raman response from clean 
(without cil) water has been checked vs the the water column height. 
After background subtraction, the integrated intensity under’ the 
water peak (between 340 nm and 348 nm) turned out to increase 


linearly with the water column height. 


Measurements in the same wavelength range have been performed 
after adding fixed amounts (drops) of different oils on the surface 
above a certain water column. Selected spectra are shown in Fig. 4, 
for Kirkuk and Saharan Blend oil. Results (not shown) for Iranian 
Light and Zarzaitine were rather similar to the first and the second 
of the former samples. In Fig. 4 we first notice that the water Raman 
peak is progressively depressed by the oil absorption of 308 nm laser 
radiation which thus cannot effectively penetrate in the water 
column. We also detect in this range (around 360 nm) the first peak 
of the oil fluorescence spectrum, which is especially intense in’ the 
case of the lightest oil (Saharan Blend). On the other hand, and 
possibly due to the low thickness of the oil samples over the water 
Ssurface,(each drop contains less than 0.02 g of oil spread over about 
600 cm’), no Raman signal related to C-H stretchings in oils (Raman 
shifts between 2900-3200 cm ') is detected in the range 338-341 nm. 
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Fig.4. Fluorescence response and water Raman signal measured in 
the near u.v. as a function of the oil quantity on the water surface 
for two different crude oil samples. 


In order to use the LIDAR fluorosensor for field measurements of 
oil film thickness on sea water, the dependence of oil fluorescence 
intensity and water Raman intensity upon oil (quantity) thickness has 
been checked. However the integrated oil fluorescence in the range 
360 to 364 nm, after proper background subtraction, vs the quantity 
(drops) of oil spilled upon the water surface followed a linear 
behaviour only at very small quantities and reached saturation, 
especially for the heaviest oils. This demonstrates that absolute 
fluorescence measurements, which also require the knowledge of the 
kind of oil detected, are not suitable to determine the thickness of 
the pollutant film. 


On the other hand, in data analysis we have observed that the 
integrated water Raman signal tends to follow an exponential decay 
law as the oil quantity on the water surface increases. By using the 
integrated Raman signal Rj, measured as a function of the oil 
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quantity and the corresponding Raman signal from clean water Rout. 
the oil thickness d can be obtained from the expression’: 


l 
Ke + Kp 





where ke and kp are the extinction coefficients listed in table 2 at 
308 nm and 344 nm, respectively. 


Results for Kirkuk and Saharan Blend oil correspond to a thickness 
of 0.22 wpm/drop and of 0.17 um/drop, respectively. The ratio in 
thickness from the measured Raman intensities is in agreement with 
the ratio of weights of the respective oil drops, also taking into 
account the small differences in oil density. As shown in Fig. 5, the 
model we used is quite satisfactory and the Raman intensity plotted 
vs the oil thickness d is well fitted by an exponential decay for 
both Kirkuk and Saharan Blend oil. However, it has to be mentioned 
that the model could not be properly applied to the Zarzaitine and 
Iranian Light oil samples, because there were problems in uniformly 


Spreading drops on the water surface. 


re ern - — 


Fig.5. Exponential behaviour of the Raman intensity versus oil 
layer thickness measured for Kirkuk and Saharan Blend oils. 


4.3. Time decay of oil fluorescence 





Time decays curves for the four crude oil samples have been 
measured by using the fast streak camera with the longest time sweep 
(10 ns). Different parts of the excitation and decay curve have been 
acquired as a function of the delay counted from the laser pulse 











rising edge (detected with the fast photodiode, see fig. 1). At each 
selected delay time, 5 waveforms have been averaged. The complete 
curve of fluorescence intensity vs time was successively 


reconstructed by software. 


Measurements performed without filters in front of the streak 
camera were dominated by the backscattered laser radiation and 
revealed the typical profile, shown in Fig. 6, with the _ three 
longitudinal modes of the laser pulses provided by our unstable 
resonator cavity. Oil fluorescence has been detected by placing an 
interference filter, peaked either at 450 nm or at 500 nm with a 60 
nm bandwidth, in front of the streak camera entrance. The decay of 
the signal tails measured after the end of the laser pulse on the 
four crude oil samples is shown in Fig. 7, together with the 
exponential fit. Longer time constants are obtained for lightest 
Oils. Although the absolute value of the time constant may be not 
very accurate, due to the arbitrary choice of the end of the laser 
pulse after 20 ns from its rise, the observed trend in lifetime is 
Significant to the identification of the oil sample and consistent 
with results reported in ref. 2. as measured after excitation at 355 


nm. 


Thus, as hypothized in ref. 6. long time ago, we can conclude that 
measuring accurately time decay constants, together with the 
fluorescence spectra, should allow for the unambiguous identification 
of the pollutant oil in remote sensing experiments. 





Fig.6. Typical XeCl pulse as measured with the Streak Camera. 
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From the present results, it comes out that a short U.V. laser 
source is required for accurate time resolved oil fluorescence 
measurements. In our laboratory differents metods for shortening the 
XeCl laser pulse have been considered, the best results up to now 
being obtained by using a Raman shifter in CHg. By inducing the 
stimulated Raman scattering at threshold for the second Stokes and 
laser pulses of about 1 mJ energy, 2 ns duration were generated at 
378 nm. Work is in progress to excite the oil fluorescence with this 


radiation. 
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[Text] ABSTRACT 





A simple laboratory set-up for cutting the round-shaped transplants of eye cornea 
is described, At that, an excimer ArF laser served as ablating 193 nm radiation 
source. The results of the first experiments to produce some cylindrical and segmen- 
tal transplants are presented, 


1. INTRODUCTION 





Since Trokel et al.! had demonstrated the specific ablative effect of the sub-200 
nm laser radiation on the eye cornea, the keratotomic abilities of excimer lasers 
have been widely studied and the results repeatedly summarized.2>3 The most outstand- 
ing feature of the UV photoablation process - the almost complete absence of thermal 
damage of the incisions' edges - has been stated by all authors who used the 193 nm 
ArF laser radiation as “scalpel", and by some who used the 223 nm KrCZ laser.* By now 
both the physical characteristics and medical aspects of the photoablation of cornea 
by ArF laser beam have been thoroughly examined, Among other details the formation of 
a smooth and thin (~100 nm) "“pseudomembrane" covering the incision edges’ surface has 
been shown by electron microscopy. 3° 


After numerous tn vitro experiments and animal tests the excimer laser keratotomy 
has already turned into practical clinical procedure,® the corresponding specialized 
laser systems have been developed and manufactured.” It should be noted that the main 
efforts in this field have been concentrated on radial keratotomy and some other 
cornea-reshaping varieties of refractive eye surgery. 


At the same time, for some reason or other, the technically much simpler task - 
application of excimer lasers to produce transplants of various shapes from isolated 
cornea - has been left somewhat aside, To our knowledge there are only some publica- 
tions®»2 dedicated to this possibility of laser keratotomy although the corneal 
transplants themselves are widely used in different types of keratoplasty. 


270 








In the present report we describe a very simple laboratory set ee Fig. 1) for 


cutting round-shaped corneal transplants by Ar laser radiat nd present tne pre- 
liminary results of using this equipment, 


2. EXPERIMENTAL 


An ELI/2 Ar excimer laser developed and manufactured by) tor Academy of Sci- 
ences served as ablating 193 nm UV radiation source, The p et tf laser pulses 
were: duration - v10 ns, energy - ~20 mJ, repetition rate The beam was fo- 
cussed into a 0,1x0.3 sq.mn stripe by a combination c pI | ylindrical la 

rT ~ 7 y 


| 


i 
Piece 4 . Tha & rien’ | q 
Figure i - ine experimentai set-up 









, 
for cutting cylindrical corneal : 
transplants. 

- laser, - laser beam pattern, ‘ | | 
3,4 - lenses, 6 - motor, ¢ - gear- ; 
DOXx, - micropositioning stage with | ; 3 | 
adjustment screws (7), 9 - adjustable . ath i \ ] | | 
lon » ean 1 0 wT] 2? | 
lens-holders, - gearbox shaft, re 2 

- Support for cornea, - fixa- a } A L | 
tion ring, /“ - cornea, | | 7] | 

: | 

J a ; 

| ;* 

Lf ry = | | 

lenses, thus giving the energy density Q./7 J per wm per pul n the imple sur- 
race, 

Ihe isolated pig or cadaver cornea (with a portion of rroundit lera) were 
used as original samples for transplant cutting, These wer | ushroom- 
-Shaped copper support and fastened by a copper ring 1d. tral region of 
the spherical part of the support was hollowed out t | f the pper 
dust onto open corneal surfaces when laser beam reaches t! ndothe | rf cornea, 

The support was fixed to the shaft of a gearbox att | tor which was 

laced on the two-a™1 nicropositioning translator staq na to cnoose 

ifter initial centering of the laser beam focus into tht ) !low of the sup- 
port) the transplant radius with 0.92 mm accuracy by ing 1 | rsal micro- 
metry rew. Then the longitudinal screw was used for bot! tial adjustment 

r tne rneal surface int tne tocus oF tne weaKren ror tne step- 
wise readjustment dur the cutting procedure, | latte Tied by slowly 
typically l r.p.m.) rotating the cornea through t! Y | f tne laser ra- 
{iation. 














3. RESULTS 





Our first experiments on the described equipment have resulted in a set of fully 
perforated cylindrical corneal transplants with given diameters between 6 and 12 m, 
an example of which is pictured in Fig. 2. The cutting time for one sample was 5- 10 


minutes, As one can expect in the case of 193 nm radiation of the ArF laser, the op- 
tical microscopy and histological tests have revealed excellent smoothness of the 
transplant edges and absence of thermal distortions. 


Traditionally, the cylindrical corneal transplants have been produced by mechani- 
cal trepanation, As ophtalmologists well know, this procedure is almost always accom- 
panied with considerable unevenness of the transplant edges due to the twisting and 
plucking effects during the mechanical treatment. Because of the fixation problems 


Figure 2 - Acylindrical transplant 
of pig cornea (6 mm in diameter), 





the trepanated transplants’ shape tends also to deviate from the circular one and 
additional corrective cutting is often needed, We compared the laser-cutted trans- 
plants with the best samples of the trepanated ones under the operation microscope: 
the superiority of laser processing in this respect was obvious, 


Another point is that mechanical trepanation of the perforating transplants cause 
Substantial damage or even loss of the corneal endothelium layers. As became evident 
from the histological preparations of our transplant samples, the cutting by the A: 
laser beam is completely free from this shortcoming as well, 


We also performed some experiments to obtain corneal transplants of the spherical 
segment (i.e. the cupola) form, In this case the cornea (fastened to the 
Scribed support) was fixed on the micropositioning stage with its epithe 
wards, The ArF laser beam was focussed into a 0,1x5 sq.mm horizontal stripe, The 
cutting was carried out by slowly scanning the cornea through this focus. As a re- 


- 


Sult a cupola (3-6 mm in diameter) was moved off the cornea during 5-7 minutes, 
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4. CONCLUSION 





Preparation of corneal transplants with the help of ArF laser is undoubtedly a 
promising field among the excimer laser applications in ophtalmology. 
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[Text] ABSTRACT 


Radiative characteristics of laser-plasma XUV sources are reviewed. The dependence of the main plasma 
parameters on the heating !aser wavelength is discussed, as well as the use of application-specific excimer 
lasers to generate XUV radiation. A comparison is given with other XUV sources like electron storage rings. 
Examples of the application of normal-incidence multilayer XUV optics, e.g. to collimate the laser-plasma 
radiation or for projection lithography, are given. 


1. INTRODUCTION 


For more than two decades laser plasmas generated by solid state lasers have been employed with consider- 
able success as sources for XUV radiation. Extended fields of research have been established, ie. diagnostics 
of inertial-confinement fusion, XUV emission and absorption spectroscopy, XUV laser research, X-ray mi- 
croscopy and X-ray lithography. Some of these applications have industrial potential. Will application- 
specific excimer lasers play a significant role in these areas? 

The use of laser plasma XUV sources has traditionally been stimulated by progress in laser technology. 
High power and compact lasers, enabling construction of small-scale XUV sources, have brought new appli- 
cations within the reach of many researchers. Application-specific excimer lasers are likely to accelerate 
this trend due to their intrinsic capability of operating with high repetition rates, and therefore enhanced 
average XUV yield. 

Excimer lasers have the additional advantage of operating at short wavelengths and are therefore able to 
couple laser energy more favourably into a plasma than is the case with solid state lasers. The increased ab- 
sorption observed with short-wavelength laser radiation leads to a high conversion efficiency of up to 50 % 
of laser light into nanometer (sub-keV) XUV radiation. High XUV fluxes make the laser plasma an alternative 
to electron storage rings, in particular if application-specific excimer lasers are used. 

The utilization of laser-plasma XUV sources is stimulated by the progress in the development of XUV opti- 
cal elements such as multilayer mirrors. These mirrors are capable of collimating the isotropic plasma 
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radiation using large acceptance angles. In this way XUV radiation can be focussed to unequalled power den- 
silies. Again excimer lasers have advantages because of their improved conversion of laser light in particu- 
lar in the spectral range where normal incidence multilayer mirrors have high reflectivities. 

At present, there are several laboratories carrying out optimization studies on topics such as laser repeti- 
tion rate, pulse modulation, beam quality and XUV source characteristics. In addition, there is a significant 
effort towards multikilowatt excimer lasers. These programmes are supported by various international pro- 
jects, e.g. AMMTRA (Advanced Material Processing and Machining Technology Research Association) in 
Japan and EUREKA in Europe. At present 750 W has been realized with a XeCl laser operated at 500 Hz [1]. 
Spin-off technology developed in these programmes benefits the state of the art commercial laser systems 
suitable to generate XUV-plasma radiation. 

In this paper we focus on several aspects of the use of excimer lasers for generating XUV radiation, as well 
as the combination of this source with multilayer XUV optics for challenging novel applications. 


2. RADIATIVE CHARACTERISTICS OF LASER PLASMAS 


If laser radiation is focussed onto the surface of a solid target with powers q = 10!! - 10!5 W/cm?, a hot plasma 
is created with an electron temperature T, = 50 - 1000 eV (Fig. 1). The electron density n, in such plasmas may 
reach levels up to the density of solids. Close to the level of critical density ng (n,.< ng), most laser radiation is 
absorbed and the electron temperature T, is maximum. The critical density n¢ is related to the laser wave- 
length A, according to 

ng§=10 .(4)* [an4 (1) 
where A, is expressed in um. In a plasma at this density and sufficiently high temperature, ions are formed 
which have a charge up to 40 depending upon the atomic number Z, of the target material. Emission spectra 
of such ions are in the extreme ultra-violet (EUV) to soft X-ray spectral band (together known as the XUV) and 
range from several tens to tenths of nanometers. 

XUV-radiation from laser plasmas has been studied in detail both experimentally and theoretically. See 
for example reviews in ref. 2-4. In the experimental work emphasis is on 
the relative and absolute spectral yield versus the atomic number of the target Z, [5-9], 

i) the effective radiative temperature of laser plasmas [7,10], and 

iti) the ratio of laser energy to XUV energy, i.e. the conversion efficiency n, as a function of the target atomic 
number Z, [11,12], the laser wavelength A, [10], the laser pulse length [13,14], and the target irradiance q 
(7,15). 

The general conclusion of these experimental investigations is that the intensity of XUV radiation 
depends on the atomic number Z, of the target material in use and on the target irradiance conditions, 
namely the irradiance gq, the laser wavelength A; and the duration of the laser pulse. Focussing laser radia- 
tion with an irradiance gq = 10!! - 10'5 W/cm? onto a solid target creates a very intense quasi-point source of 
XUV radiation. The source size approximately equals the focal spot of the laser radiation (typically 100 ym) 
and the radiative temperature may reach values as high as Tp = 100 - 200 eV, resulting in broadband emission 
with a significant number of photons with wavelengths A < 10 nm (hv > 100 eV). For heavy target elements (Z, 
= 50 - 80) the conversion of laser energy into XUV radiation can be as high as 40 - 70 %. 
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Fig. 2. Dependence of XUV radiated intensity Iand 
average wavelength A,, of maximum intensity versus 
Fig. 1. Representation of a laser-plasma XUV source [3]. temperature T of a black body radiator. 


In the case of a black body radiator, an expression for the total XUV radiative power density can be 
obtained 


I=o.T*=1.03x10 T* [W/an4 (2) 
in which T is expressed in eV and o is the Stefan-Boltzmann constant (Fig. 2). The radiative power density I, 


of a laser plasma can be estimated from the product of irradiance q and total conversion efficiency n 

Ip =. q. (3) 
Combining expressions (2) and (3) we are able to estimate the radiative temperature Tp of a laser plasma. By 
using Wien's law, 

Am =2.5x10.(TQ! = [nm], (4) 
it is possible to assess the position A,, of the wavelength band of the maximum spectral intensity of the 
plasma radiation (Fig. 2). The radiative temperature Tp, therefore, serves as a useful parameter to charac- 
terize the radiative properties of the source. 

In practice, laser-plasma spectra may differ from black body spectra, since laser-plasmas are not 
completely optically thick as black body radiators, and they do show line radiation. The conversion 
efficiency n exhibits a strong dependence on the atomic number Z, of the laser target (Fig. 3) [11,16]. This is 
caused by significant spectral contributions to the total radiated intensity from line radiation. Each peak in 
Fig. 3 originates from radiation of the dominating species of multi-charged ions in the plasma, and 
corresponds to a set of transitions where the change in the principal quantum number n is unity. These sets 
of transitions form K-spectra for transitions with n = 2 to 1 (for ions stripped down to the K-shell), L-spectra 
for n = 3 to 2, M-spectra for n = 4 to 3, etc. For a given element these separate spectra are in a narrow 
wavelength band and, conversely, in a given wavelength band K-, L-, or M-spectra can be observed from a 
limited number of elements. The general relation, plotted in Fig. 4, enables one to optimize the XUV emission 
in a particular wavelength band by selecting an appropriate target material. An additional requirement is 
the creation of a proper state of plasma ionization, characterized by a population of ions with appropriate 
electron shell configuration. This state of plasma ionization is mainly determined by the irradiance 
conditions. 








Comprehensive theoretical laser-plasma models allow one to evaluate the radiative plasma characteris- 
Ucs over a wide range of laser parameters and target materials [4,15]. Calculations show that the total XUV 
power Q radiated per unit of volume for all types of emission (line radiation, photorecombination, dielec- 
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Fig. 3. Conversion efficiency n as a function of target 

atomic number Z,. The peaks correspond to K-, L-, and 

M-spectra. The shift in the position of the peaks of the two Fig. 4. General relation between spectral regions of K- 
curves is due to the difference in the wavelength bands L-, and M-transitions and atomic number Z, of the laser 


investigated. target. 


tronic recombination and bremsstrahlung) is restricted to a narrow plasma layer of only several microns 
thick with an electron density n, of 3 - 10 x the critical density ng (Fig. 5). This shallow over-dense layer is 
primarily heated by electron thermal conductivity; the laser light itself is reflected at a plasma layer with 
the critucal density n{. In the so-called plasma coronal re» on (n, < nf) the electron temperature T, and the 
degree of ionization are maximum. Nevertheless, the radiated intensity Q per unit of volume decreases in 
this region due to the decrease of the electron density n, (Q is proportional to (n,)*). Closer to the target, 1.e. 
where the density n,» nf, the total radiated intensity is also reduced due to a decrease in the electron 
temperature T, and an increase of the optical thickness of the plasma. 

Can alterations to this general picture be expected if we consider the models of plasmas generated using 
excimer lasers? To date, most work has been performed using Nd:YAG/Glass lasers mostly operated at fun- 
damental (1.06 xm) or second harmonic (0.53 ym) wavelength. For plasmas produced by shorter wavelength 
lasers the value for the critical density nf is higher, according to relation (1). Shorter wavelength lasers will 
deposit their energy in a higher density region of the plasma. The radiated intensity Q will be higher in this 
case because it scales with the square of the density n,. However, closer to the plasma core the electron tem- 
perature T, will be lower. The peak temperature scales as T, ~ A°-°, while at the critical density the temperature 
scales more strongly: T, ~ A°-* [15]. This shift in temperature will move the maximum of the XUV emission to 
longer wavelengths, generally above 1.5 to 3 nm. An example of the increased conversion «ficiency n ob- 
served for short wavelength laser radiation is given in Fig. 6 [17]. The figure shows the laser wavelength 
dependence on the XUV conversion efficiency for Au plasmas generated at an irradiance q = 7 x 10'° W/cm?. 
The conversion efficiency of incident laser light into the wavelength band from 12 nm to 0.8 nm increases by 
a factor of three when going from a laser wavelength of 1.05 xm to 0.26 ym. Most of this increase is due to the 











increased XUV emission at wavelengths above 1.4 nm. Emission at shorter wavelengths (between 0.8 and 1.4 
nm) remains almost constant with laser wavelength. 

The enhanced conversion efficiency at longer XUV wavelengths observed with short wavelength lasers is 
important when considering XUV optics. Normal-incidence multilayer XUV optics have been demonstrated 
with considerable success particularly for wavelengths above the carbon-K edge (4.36 nm) (Sect. 5). 


08 ; 





~ t » 1000 
s) 10'S j = 
=} _ 9 12 -0.8nm 
SG > ® | 
> + 10% & S 06 r 
st Ke 5 12 -1.4.1nm 
§ 10 °°4 _ 100 © ¢ 
ce ft & q 3 
8 plore 3 S Off 
DC, O 
Sr; g ¢ 5 
Cc © ° 12-44nm 
x 10 % x o 
19% S z 02} 
= A 
103 5 ep. 
2 D 
oO 
0’ ooeseal . asoeal a nel Tere 00 “ a a 2 “ —_4+ + 
1 1 10 100 1000 01 03 05 10 
distance from target surface F (uum) > laser wavelength A (um) 


Fig. 6. Laser wavelength dependence of XUV conversion 
Fig. 5. Profiles of electron temperature T,, electron efficiency into various spectrally integrated photon 
density ne, and intensity Q radiated per unit of volume, ranges. Laser wavelengths of 1.05 um (a), 0.53 um 
close to the surface of a Cu target heated by laser (2@,), and 0.26 um (4a) from a Nd:Glass luser were 
radiation at q = 10'3 W/cm?. used. 


3. APPLICATION-SPECIFIC EXCIMER LASERS 


Excimer lasers suitable to generate laser-plasma radiation can be divided in systems for EUV (A 2 2 to 4 nm) 
and systems for soft X-rays (A < 2 to 4 nm). An example of the first is a 150 W KrF laser situated in the Sandia 
National Laboratories [18]. The laser system, consisting of an oscillator and two single-pass amplifiers, pro- 
duces 1.5 J pulses of 25-30 ns at 100 Hz repetition rate. The laser energy is focussed on a rotating cylindrical 
target, which is Au-coated. The power density in the ~250 um focus amounts 1x10!! W/cm?. At these irradi- 
ance conditions a relatively cool plasma is created, which shows a high conversion efficiency in the EUV 
range of m =35-40 %. The XUV source has a dedicated high-throughput monochromator, which delivers an 
irradiance to the sample comparable to that of monochromators of electron storage rings (Tab. |). 

Shorter wavelength radiation (4 < 2 nm), as in the second case, is usually generated with lower conversion 
efficiency. The typical 20-30 ns pulse length from excimer lasers leads to X-ray emission which falls off after 
~10 ns with the result that only the initial part of the laser pulse is efficiently converted to soft X-rays [19]. 
Several pulse modification techniques have been successfully investigated: injection mode-locking with 


278 





trains of ~100 ps pulses [20], and passive pulse shortening by a H2-Raman cell and a saturable dye jet, result- 
ing in 3.5 ns pulses of 400 mJ [21]. The wavelength range from 2 to 0.8 nm (0.6 to 1.4 keV) is of interest for 
proximity print X-ray lithography, a candidate technique for mass production of sub-0.5 micron semicon- 
ductor devices. X-ray lithography systems driven by application-specific excimer lasers have considerable 
potentials for industrial utilization [22,23]. 


4. COMPARISON WITH OTHER XUV SOURCES 


In comparing laser plasmas with synchrotron XUV sources it is necessary to remark that the interest in laser 
plasmas has been stimulated greatly by the enhanced availability of synchrotron radiation facilities. In the 
past decade these facilities have led to a significant increase in research activity in many differing areas 
such as biology, chemistry and medicine. At present the laser plasma serves as an interesting alternative 
facility with specific capabilities. 

The laser plasma XUV source is most suitable for applications requiring very high instantaneous fluxes 
for single, short pulse experiments. The peak brightness of laser plasma sources can be three orders of 
magnitude higher than for electron storage rings (Tab. I). In experiments requiring the accumulation of high 
doses of particularly short wavelength radiation, synchrotron facilities, being quasi-continuous, are at an 
advantage. However, if one takes into account typical geometrical factors arising from the source-to-sample 
distances, and the possibility to use excimer lasers with high repetition rates (~100 Hz), a comparable average 
sample irradiance is obtained in both cases. The actual number of photons (per unit of time, bandwith, and 
sample area) available from two examples of high throughput monochromators its of similar order (Tab. J). 

The use of synchrotron radiation is still expanding considerably. New electron storage rings are being 
built, some dedicated to specific applications (such as X-ray lithography [24]), others for general research 
purposes offering beamlines for a large variety of experiments. Intensities of synchrotron radiation are 
being increased by the use of insertion devices such as undulators and wigglers [25]. For short wavelength 
radiation down to 0.01 nm (~100 keV) synchrotron facilities have definite advantages over any laboratory 
XUV source. The final choice between large-scale user facilities such as synchrotron radiation sources and 
laboratory-scale devices such as laser-plasma XUV sources depends on the specific physical task as well as 
economical aspects. 

Rather similar to the laser plasma, when comparing spectra and radiated power, is the micro-pinch [26]. 
In this compact device X-rays are generated in a magnetically compressed metal plasma induced by an elec- 
trical discharge. Its disadvantage is the instability in the source position from one discharge to another. This 
increases the effective source size from ~0.1 mm for a single pulse to ~1 mm when averaged over a large num- 
ber of pulses. 
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Tab. I. Comparison of different XUV sources: electron storage rings, laser plasmas and a theoretical black 
body radiator. The data (sets of two numbers) for brightness and tradiance refer to the wavelength range 























indicated. _ 

BESSY * DORIS ** BBR *! MPI *? FOM **) ~— SNL *##) 
source size(mm?) 0.8x1 1x10 n(0.05)7 n(0.05)? m(0.05)2  0.25x0.25 
pulse duration (ns) 0.1 0.15 3 3 15 28 
repetition rate(Hz) 5x10® 108 l 1/60 1/30 10? 
source-to-sample 
distance (m) 15 10 0.1 0.1 0.1 0.2-1.5 
wavelength range 
(nm) 1-10 1-10 2.5-10 1-10 0.9-1.7 8-35 
peak brightness 
(phot/s.nm.sr.mm?) 2x10?5-2x1072 5x1025-5x102! = 1026-4x1025 1025-5x105 5x1024 4x1022- 1025 
average 
brightness 
(phot/s.nm.sr.mm?) 9x102!-102! = 7x10?!-7x10!® = 3x10!7-10!7 6x10!4-3x10!5 3x10!5 10!7-3x10!7 
peak sample 
irradiance 
(phot/s.nm.cm?) 6x 10!8-8x10!5 5x10'8-5x10'§ = 1022-5x10?! 2x10?7!-7x107! 4x10? 3x10!9-6x10!9 
average 
sample tradiance 
(phot/s.nm.cm?) 3x10!5-4x10!4 7x10!§-7x10!4 3x10!5-10!5 5x10!9-3x10!! = 2x10!! 7x10!5-2x10!4 
monochromator SX-700 dedicated 
peak sample 
irradiance 
(phot/s.nm.cm?*) 10!7-4x10!° 3x107°-3x10!9 
average 
sample tradiance 
(phot/s.nm.cm?) 6x 10#5-2x10!® 10!5-10'4 











‘) BESSY - Electron storage ring (Berlin, FRG) electron energy 0.8 GeV, ring current 300 mA [9,27]. 

**) DORIS - Electron storage ring (Hamburg, FRG) electron energy 3 GeV, ring current 500 mA [28]. 

) BBR - Calculated data for a black body radiator with Tp = 100 eV. 

® MPI - Nd:Glass laser (Max Planck Institute, Garching, FRG), Tz = 100 eV, A, = 0.53 um, 
Ever = 7). Q= 3x 10!3 W/cm? [12]. 

*)FOM - Nd:Glass laser (FOM-Institute Rijnhuizen, Nieuwegein, the Netherlands), Tz = 105 eV, A, = 0.53 um, 
Exaser = 2.2 J, q= 2.5 x 10!2 W/cm?2, Mg target [29]. 

***) SNL - KrF laser (Sandia National Laboratories, Livermore, CA, USA), Tp = 20 eV, A, = 0.248 um, 
Evase = 1.5J, q= 1 x 10!! W/cm?, Au target [18]. 


The plasma focus device is of a similar concept. It pinches an inert gas into a thin plasma filament using a 
coaxial electrode. The plasma focus device, well developed technologically and commercially [30], generates 
radiation in the soft X-ray range. Its sub-1 mm effective source size enables imaging applications like X-ray 
lithography using a source-to-sample distance of 40 cm. With a repetition rate of several Hz a ceiling in the 
XUV yield of this source seems to have been reached. 

In general terms, the advantages of laser-plasma XUV sources can be described as follows. 

Y High brightness in the XUV spectral band, due to efficient conversion of laser light into XUV radiation and 
high laser pulse energy available from drivers, 

i) High average brightness with duty-cycles up to several Hz (solid state lasers) or up to several hundreds of 
Hz (excimer lasers), 

i) Short pulse duration, equal to the laser pulse duration (down to ~ps [31]), enabling study of time-resolved 
processes and ‘pump and probe’ experiments, 

wv) Reduced cap!tal cost and floor-space requirements compared with an electron storage ring, which makes 
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commercial applications and small-scale laboratory set-ups possible, 

v) Small source size of 10 to 100 um and high pulse-to-pulse reproducibility both in source position and in 
XUV yield, 

uJ Wide spectral band ranging from several tenths to tens of nanometers, tunable according to the needs of 
specific applications by choosing the target material and irradiance conditions, 

vil Simple wavelength calibration of spectra using target-specific spectral lines, 

vii? Reduced production of target debris compared with electrical discharge sources, possibilities to suppress 
debris by applying thin foil laser targets or generating the plasma in an environment of buffer gas, 

ibd No UHV requirements and the possibility of operating in sub-atmospheric pressure of inert gasses. 

In particular excimer lasers add to the advantages J and i due to their high conversion efficiency into 
XUV radiation and their high repetition rate. General disadvantages of laser-plasma XUV sources are the 
absence of polarization of the plasma radiation and the lower limit in the spectral range at several tenths of 
nanometers. Compared with sources of synchrotron radiation, laser plasmas have a sample irradiance 
which is, in general, an order of magnitude lower. High repetition rate excimer lasers can exhibit a sample 
irradiance in the XUV range which is comparable to that of electron storage rings (Tab. 1). 


5. APPLICATION OF MULTILAYER XUV OPTICS 


An essential difference of the quasi-point laser-plasma sources with sources of synchrotron radiation is the 
larger divergence of laser-plasma radiation over a solid angle of 2x sr. Achieving a beam divergence compa- 
rable with that of synchrotron radiation (several mrad) would be beneficial for many applications. In addi- 
tion, the utilization of the isotropic laser-plasma radiation would be more efficient if large acceptance angles 
can be used. Grazing incidence optics, yielding total reflection at incidence angles below the critical angle, 
offer only a limited improvement due to the limitations in the allowable acceptance angle. 

Multilayer XUV optics, which can be used at normal incidence, will offer many new possibilities [32]. XUV 
reflection by multilayer coatings is based on the principle of interference, analogous to reflection by natural 
crystals. Multilayer mirrors can be synthesized by a number of coating techniques: electron-beam evapora 
tion, magnetron sputtering or laser-beam evaporation [33]. Selection of coating materials is based on their 
optical properties (determined by the wavelength dependent refractive index), their chemical stability 
(preventing interdiffusion between the layers), and thei; material property to form smooth interfaces. Well- 
known combinations are Mo-Si, Ni-C, and W-C. The relative success in the ‘atomic engineering’ of these 
mirrors ts determined by the control of the deposition process. 

Layer thicknesses amount to ~A/4 for mirrors used at normal incidence, and can be as thin as few atomic 


layers. The roughness of the interface is the crucial factor which determines the optical performance of the 
mulUlayer mirror. In practice, high quality multilayer mirrors may have periods varying from several to 
tens of nanometers. This restricts the use at normal-incidence to wavelengths from ~4 to several tens of 
nanometers, which ts ako the wavelength range of highest yield of plasmas generated by excimer lasers 
(Sect 

Recent advances in thin film deposition techniques have enabled the fabrication of multilayer mirrors on 
spherical and even aspherical surfaces [33]. These figured optical elements can be used in conventional opti- 
cal schemes to collimate XUV radiation or to produce XUV telescopes. A laser plasma, with its high bright- 
ness and small] emitting area can be regarded as an efficient source for such imaging purposes. In addition 
laser plasma radiation seems more tavourable for XUV optics than synchrotron radiation from bending 


magnet beamlines of storage rings, since it can be concentrated in a narrow spectral band or even in a single 


spectral line [34] 








6. EXAMPLES OF THE USE OF XUV OPTICS 


An early demonstration of the possibility to colliniate XUV radiation has been given in ref. 35,36 (Fig. 7). 
Laser plasma radiation was coliimated to a power density as high as gq = 10’ W/cm? in the focus of a spherical 
multilayer mirror. The M mirror, used at normal incidence, had a reflectivity of 20% for a wavelength of 
18.2 nm. Due to the small dimensions of the plasma (~O.1 mm) an XUV beam divergence of only 1 mrad was 
realized. 

Of the many other possible applications of multilayer XUV optics we mention: 

Y Projection X-ray lithography. In advanced imaging schemes for semiconductor lithography, XUV optics 
are very like! provide in spatial resolutions well below the limit (~0.15 micron) obtainable with proxim- 
ity print X-ray lithography. For this purpose highly reflective normal-incidence optics can be applied in 
classical optical schemes like the Schwarzschild design (Fig. 8) [37]. This allows 10- to 20-fold demmagnifica 
tion of mask structures, which can be patterned on a stable reflecting substrate. Due to the large number of 
reflecting surfaces in this geometry, mulUlayer mirrors with a reflectivity of ~50 % for wavelengths in the 5 
to 15 nm range are a prerequisite. This reflectivity has been achieved in the case of normal-incidence multi- 
layer mirrors fabricated on flat substrates [38]; fabrication on spherical substrates is a next major task 


iJ X-ray microsco; The above described Schwarzschild telescope can be used for microscopy when 
applied in reverss ul direction, t.e. in a magnifying system. X-ray microscopy may prove to be a bridge 
between optical and ctron microscopy. X-ray microscopes can have an improved resolution compared 
with ordinary opt mi pes, while they require a less extensive sample preparation compared to elec 
tron micros¢ - 

ti Spectroscopy. A high intensity of a collimated XUV beam from a laser plasma source, as well as a short 
pulse duration, are effective properties for investigations of the inner shell structure of atoms and measure 
ment of tonizalion ss secuons. For example, tn X-ray fluorescence spectroscopy a sample is tiluminated 
by an XUV beam, causing primary core-hole excitations. Using multilayer mirrors the resulting element 
specific fluoresce ton, which ts weak for light elements, can be detected with a large efficiency 

iv) EUV and soit-X-ray lasers. Amplification of stimulated emission has been observed in this part of the 
spectrum, in mulu-chargs is. f xample Se XXV (20.6 and 20.9 nm) [39] or C VI (18.2 nm) [40]. XUV optics 
can be applied to u iS y to achieve mulll-pass amplification in the gain medium, thereby enhancing 
the XUV out; f thes T. 
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v) Plasma diagnostics. Spectral analysis of X-rays emitted by plasmas provides information about com- 
position, density and temperature [41]. Measurement of element-specific emission lines with narrow-band 
multilayer mirrors gives information about the plasma elemental composition. Multi-channel detectors can 
be constructed, with channels tuned to characteristic lines [42]. The method is particularly suitable for low 
atomic number elements, because their spectra have distinct lines on a low background. 

vl Radiometry and calibration of XUV components. Due to their reproducible radiative characteristics. 
laser plasma XUV sources have the potential to serve as radiometric transfer standards in the spectral range 
below 100 nm [9]. Laser plasmas may complement the primary radiation standard provided by the calculable 
spectral power of electron storage rings. 


7. CONCLUSIONS 


Laser plasmas generated with compact and powerful laser systems are versatile laboratory-scale sources of 
XUV radiation. The outstanding properties of these sources are the very high instantaneous brightness in the 
XUV range, the possibility of picosecond pulse duration, and the small and reproducible source size. Laser- 
plasma sources impose low requirements on capital t:vestment and floor space. In particular, excimer 
lasers significantly increase the duty-cycle of these sources and generate time-averaged sample irradiances 
which are as high as radiation from bending magnet beamlines of electron storage rings. 

The high conversion efficiency of laser light to XUV radiation, which is observed with short-wavelength 
laser radiation, is particularly large for XUV radiation above 1.5 nm. It is therefore possible to fully exploit 
the use of normal-incidence multilayer XUV optics. With the combination of an excimer-laser driven XUV 
source and multilayer XUV optics challenging applications can be realized, for example in soft X-ray projec- 
tion lithography, X-ray microscopy, and spectroscopy. Future work is also directed to optimization of the 
XUV yield and further reduction of target debris. Returning to the earlier question ‘laser-plasma XUV sources, 
a role for excimer lasers’, the answer ts clearly positive. 
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Text ABSTRACT 
Results related to the emission of radiation by the argon dimer in the 128 
nm region are presented. The excited dimers are produced by a supersonic expansion 


of a fast discharge excited plasma. 


1. INTRODUCTION 

Ihe spectroscopy of the rare gas dimers is of fundamental interest. The 
emission bands from the first excited electronic states are in the VUV and XUV 
regions of the spectrum and understanding of the formation of the dimers from 
different excitation mechanisms could lead to the development of new tunable 
lasers in these regions. Over the last years several papers have been published 
ncerning the VUV emission of the rare gas dimers excited by a proton beam’, an 
lectron bean’. a fast discharge> and a heavy ion bean’ with the rare aqas at hial 


pre ire contained in a closed cell. Laser action has been reported for the xenor 


ped by high current, high voltage electron beams by several 


r argon dimer pu ’ 
5,6,7 

grout However, although the fluorescence efficiency of the electron beam 
pumped rare gas dimers is high , loss mechanisms due to photoionization and to the 
high gas and electron temperature generated (leading to collisional quenching, 
which directly competes with the stimulated emission) limit the efficiency and the 
power f the existing laser Systems It ] Of interest ther to investigate 
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States of the molecule are clearly seen in the right hand side of the figure. The 
emission spectrum is centered at 128 nm indicating the presence of both singlet 
and triplet states (which contributre to the emission) mixed via _ electron 


collisions and collisions with the atoms !>» 16 


. The atomic oxygen lines at 130.2 nm 
and the atomic hydrogen Lyman a line, which ave present at lower pressures, are 
absent in this case. Also there is no signal above 140 nm contrary to the results 
with other types of excitation. The linewidth of the 128 nm band is 9.0 nm for the 


2 bars case which is smaller than the 12 nm reported by Wrobel et at® at much 


higher pressure of 25 bars. This indicates that the collisional relaxation rate in 
Our case is enhanced by the expansion resulting in populating the lowest 
vibrational state. Comparison of the intensity of the fluorescence of the atomic 
states near 105 nm relative to the high vibrational states intensity and that of 
the 128 nm band indicates that the conversion efficiency in producing cold dimers 
from the atomic species is very high. Measurements of the absolute intensity of 
the 128 nm fluorescence band and the gain using a coherent probe are under way and 
the results will be presented in a future publication. 

Fig.2 shows the peak intensity at 128 nm in relative units as a function of 
the argon pressure with the chamber pressure changing due to the limited pumping 
speed of the system. The slope of the steap part of the plot is 5 and at 
Stagnation pressures above 2 bars saturation settles in. The observed slope is 
indicative of 3 body collisions required to form an ionic dimer following by 3 
body collisions needed for formation of the excited dimers, which subsequently 
relax to the lowest vibrational state by additional collisions. With respect to 
the saturation it should be noted that the size of the Mack cone is a function of 
the square root of the ratio of the stagnation pressure behing the nozzle to the 
pressure of the chamber. Because of the emission of visible light from the cone it 
is possible to observe this change and associate it with the pressure ratio. For 
the stagnation pressures used in this figure there is no significant change in the 
chamber pressure to justify the change of slope in the pressure dependance of the 
intensity. In order to further test this argument we measured the fluorescence at 
a fixeu stagnation pressure of 3.8 bars as a function of the chamber pressure 
change. The result shows a change of fluorescence of on'y 10% over the region of 
chamber pressures corresponding to fig.1. Consequently, the change of slope can 
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not be attributed to the change of the champer pressure because of the limited 
pumping speed and other loss mechanisms are involved. 

Fig.3 shows the change of 128 nm band linewidth as a function of the 
Stagnation pressure with a discharge dc current of 20 mA. The linewidth reaches 
very fast the theoretical value of 7.5 nm which is obtained from calculated energy 
level diagrams for the ground and the first electronic states. This figure shows 
that the supersonic expansion is a very effective way to concentrate all the 
available dimers in the lowest state. Similar small linewidths have been observed 
in the electron beam pumped experiment but with argon pressures in the cell over 
20 bars. 

Fig.4 shows a typical spectrum of the argon dimer with a pulsed discharge 
excitation for a stagnation pressure of 6.6 bar and a charging voltage of 6 KV. 
The energy storage capacitor and the capacitor across the nozzle had a value of 
7.5 nF and 6 nF respectively. The detection system was sampling the total Mack 
cone and the time gate was chosen with such a delay in order to maximize the 128.0 
nm signal. It can be seen that again a narrow spectrum, corresponding to the v = 0 
Vibrational state of the excited electronic state is obtained although the initial 
temperature of the plasma is much higher in the case of the pulsed system. Further 
experiments are planned in order to establish the influence of the different 
parameters on the fluorescence in the pulsed mode of operation and compare its 
efficiency with the continuous discharge operating system. 


4. CONCLUSIONS 
In this short report we presented some results related to the supersonic 
cooling of a discharge plasma. It has been shown that strong coolling takes place 
even at moderate pressures of a few bars and that the fluorescence intensity 
exhibit a dramatic increase at the same time. Although accurate gain and absolute 
fluorescence intensity measurements are important in order to evaluate the 
potential of the method for laser operation, these first results are nevertheless 


very encouraging. 
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Excimer Laser Processing of Diamond-Like Films 
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453-462 


[Article by V.P. Ageev, T.N. Glushko, and A.V. Kuzmichev of the General 


Physics Institute, and V.F. Dorfman and B.N. Pypkin of the Institute of 
Electronic Controlling Devices] 


[Text] ABSTRACT 





Basic regimes of the KrF-laser assisted patterning of €@-C:H and of 
W-alloved a-C/Si/0:H diamond-like films (DLF) of dielectrical and 
metal-like varieties are studied. Laser induced processes of the film 
graphitization and ablation under the multi-pulsed irradiation are 
considered. The sub-micron resolution of the film structurization is 
shown to be possible by using the ablative projection UV laser 
lithography. 


1. INTRODUCTION 





It was shown recently [1,2 that hydrogenated amorphous carbon- 
based diamond-like films (DLF) may combine such material properties as 
high thermal and electrical conductivities. mechanical and chemical 
resistivities. and some others, which creates wide perspectives for 
their applications in many fields of science and technology. In this 
connexion a question on methods of a local DLF modification becomes of 
an importance. since they may provide the turther extension for the 
coatings employment e.g. in micro- and opto electronics. integrated 
optics e.t.c. 

The present time a laser technique is known to be the promising one 
{3-7} for the diamond and diamond-like film surface processing. with 
excimer lasers being considered to be the most preferable. because of 
a strong laser-to-film coupling typical of the UV spectral range. We 
discuss here general features of an interaction of KF laser pulses 
with carbon-based films of few types. The main attention is paid to 
new diamond-like materials, namely. to stabilized (@-C/Si/0:H) and to 
W-salloved DLF of the dielectrical and the electrical conducting 
varieties. The @-C:H films are also considered for a comparison. 
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The following two basic regimes of the film structurization are 
under consideration: (i) the laser induced graphitization. and 
(ii) the laser ablation. 

The first one is intrinsically associated with such fundamental 
material characteristic as the amorphous state stability. This is al] 
the more important that metastable carbon allotropes are known to be 
readily transformed (e.g. by heating) to the graphite state. It is 
clear that this material property to be convertible from the 
dielectrical to electrical conducting state over the laser controlled 
areas [6.7] may be of great perspectives for electronic applications. 

The second regime is the most universal one for all kinds of solid 
materials. The special attention is paid here to the correlation 
between the film structure and the ablation kinetics as well as to 
peculiarities of the process resulting from a multi-pulsed mode of the 
tilm laser irradiation. 


2. EXPERI MENTAL 





The @-C/Si/0:H fiims :(€:S1:0=3:2121) of thicknesses 10U-5vUnm were 
synthesized on siiicon, quartz and sitall plates py using a cnemical 
plasma deposition technique. A giow discnarge plasma were excited in 
poly-phenyi-methyl-siloxane vapors in a triade scheme witn a RF poten- 
tia! being applied to substrates. The same reactor enabies us aiso to 
deposit @-C:H riims by using an acetylene plasma. 

The @-C/Si/O:H coatings were characterized by high dieiectrical 
breakdown strengths (=3UUV/—Mm!. and by an improved elasticity. whicn 
provides their much better functionality as compared to a-C:H films. 
The &@-C/S1i/0:H coatings were transparent for a visibie radiation. but 
appeared to pe strongly absorbing in the UV isee Fig.1). The iatter 
apriory provides a high efficiency of a DLF excimer iaser processing. 

A metal doping of these tilms made it possibie to change their 
ele¢gtrical resistivities trom dielectrical to metai-like ones (till 
10 ‘dcm). The doping was achieved by an evaporation otf an auxiliary 
W-plate into the reactor volume during the frilm deposition. 

In experiments a KrF excimer iaser was used generating 2U-ns puises 
of the 245-nm radiation with pulse repetition rates up to 1UUHz. Films 
ot all types were irradiated directiy in the air. A special optical 
scheme was appliea to provide the pnitorm surtrace illumination over 
1*Zmm areas at tiuvences up to lJvycm . In tests on a DLF microstructu- 
rization an optical projection ot a chromium-on-quartz photo mask onto 
film surtaces was employed by uSing a quartz micro-objective. 

An ablation kinetics was studied by controlling a grove depth in 
tilms nave been exposed to an appropriate number of laser snots. A 
protylometer ot the model 24% was used which enabled us to measure a 
current tilm thickness at an accuracy not iess tnan YZunm. 9 Structural 
transformation in tilms were studied by using Kaman- ana Auger spect- 
roscopies. Excimer iaser induced variations ot DLF optical properties 
were controlled in-situ by using @ He-Ne jaser (A=685nm). 
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3.RESULTS AND DISCUSSION 





3.1.Furnace-annealing and pulsed laser-induced graphitization 





Special turnace annealing tests were pertormed. first ofr all. in 
order to evaluate a temperature stability ot @-C/Si/0:H triims. Experi- 
ments nas snown a significant structural transtormation in tiims only 
at temperatures above T.: 7ULUC and ror a heating time not shorter tnan 
tew minutes. The fact was proved by using some Kaman spectroscopy data 
(Fig.Z) interpreted here according to the paper [6). 

One can see trom Fig.2% that Kaman spectra or €@-C/Si/O:H riims are 
initially characterized by a wide so-called G-peak at a trequency ofr 


15V0uUcm typical ofr amorpnous carbon allotropes. A thermal induced 
grapnitization 1S accompanied by G-peaxk snitts towara a crystailine 
grapnite iine (156v0em_, ). Besides, anotner D- peak pecomes resolved at 
a rrequency or 135vcm (spectrum Zz in Fig.Z). Films becomes aiso more 


opake when graphitization starts (curve 3 in Fig.1). 

It 1s important to underline tnat a long-time fiim neating i1n tne 
air does not result in a grapnite phase accumulation, since a chemical 
etching of the graphite by oxygen becomes aiso tnermal] activated. As a 
resuit. tne rtiim transtrorms into a tnin 510 - jayer (instead cr to be 
graphitized), which give rises. in particular. to a signiticant film 
transmittance increasing in the VIS/UV (curve 4 in Fig.l). Thus, the 
Situation appears to he very close to tnat one of a thermal induced 
decomposition of organometallic compound tilms ([{¥,1U})). 

The higher graphitization degree can be achieved py using a vacuum 
annealing, or a pulsed laser heating ot films. So, according to Auger- 
anaiysis, a tine structure ot the carbon KLL-iine begins to correspond 
to the crystalline graphite structure after the vacuum annealing at 
temperatures T=svuC during 5 minutes. As to laser experiments, it is 
easy to heat tilms above the graphitization threshold (T,) and, hence, 
to ignite the more rapid graphitization reaction. At the same time the 
chemical ettect may remain to be inSigniticant because ofr a short 
thermal pulse duration. The Kaman spectroscopy contirms this to be the 
case. It follows trom a comparison of spectra 1 and, 3 in Fig.Z. that 
an intensive irradiation (pulsed fluence E=1Zumij/em ) results in the 
more dramatic tilm reconstruction, than it was in turnace annealing 
experiments. Une can see the significant narrowing ot the G-peak and 
it s tinal fixation on the crystalline graphite line position. 

A thermal nature or the laser induced graphitization nas aiso those 
consequence that a graphitization time (a number of shots,.N) appears 
to pe strongly dependent on a laser intensity. The main feature ot 
this dependency is an infringement of a laser dose (D=BN) additivity 
law typical otf linear photolitic processes. For an example. when the 
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laser tluence is decreasing e.g. from E=i20mJ cm til} E- sum om the 
same graphitization level is achieved only after N210 (instead of few) 
pulses, but the exposure dose required to produce tne necessary 
transformation in films is increasing by orders of magnitude. 

Contrary to @-C/Si/0:H films, the structure of as deposited a-C:H 
coating proved to be determined by their thickness. The amorphization 
degree of these films is heh until their thicknesses are smaller than 
some critical value of H ?250-300nm. The upper lavers out ot this 
limit appeared to be partially graphitized exhibiting a graphite- like 
rather than a diamond-like behavior. Kaman spectra taken trom thick 
a-C:H films (spectrum 4 in Fig.2) become analogous to that ones of a 
poly-crystalline graphite (8) with average grain sizes ofr the order of 
4nm. Therefore. a question on the state stability with respect to the 
graphitization becomes conditional to a great extend tor thick a-C3H 
coatings. Nevertheless, the laser irradiation wouid still result in 
some additional material modification, e.g. in a graphite crystallite 
size increasing and, thereby, in variations of electrical. chemical. 
optical and other material properties. 
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Experiments have revealed also a strong correlation between V(E)- 
values and tilm and substrate types. As it is seen trom Fig.4. the 
ablation rates of €@-C:H film are Significantly lower when the silicon 
substrate is used. It is also characteristic for the process that the 
etch rate is increasing as film thicknesses rise. This is also 
naturally to wait since a role of heat losses to the substrate becomes 
less important. 

Contrary to the above situation, ablation rates of @-C/Si/0:H films 
are practically independent on the substrate type at least for coating 
thicknesses H 2200nm. which is the direct evidence on the rather poor 
material heat conductgnce. An uppgr Jimit of a thermal diffusivity can 
be evaluated as X¥ ‘ H /4T = 5 10 cm /sec (here T = 2Uns is the laser 
Pulse duration). This value appears to be by more than one order ot 
magnitude less than thermal diffusivities typical of @-C:H films. 

The tilm doping by metal give rises in variations otf electrical and 
thermophysical material properties. Therefore it is natural to wait an 
existence of the strong influence ot the metal concentration on the 


ablation kinetics. Fig.4 shows that this is really the case. Une can 
see that the lower the electrical sheet resistance (ithe higher the 
metal concentration), the lower the ablation rate under the same irra- 


diation condition until the sheet resistance is higher than (2100\o. 
Then the ablation rate becomes only slightly dependent on the metal 
concentration. 

Experiments have shown that the “DLF-substrate” system type affects 
also on a tluence dependent behavior of ablation rates. So. under a 
sufficiently intensive irradiation the ablation of many tilms can be 
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described by a logarithmic V-vs-E scaling law: V Ln (E/E*) with E*- 
values being determined by the ‘film-substrate system type. This V(EB) 
dependency type is valid best of all for a-C:H -, and heavy W-alloyed 
(0$100R70 ) films, as well as for @-C/Si/O:H coatings on silicon 
substrates. The linear V(E) approximation may be also good for the 
@-C/Si/0:H film ablation, when the Quartz substrate is used. which is 
probably associated with some influence of the substrate type on film 
structures. 

The ablation,of W-alloyed films characterized by intermediate sheet 
resistances (10 -10 §l/9) exhibits the more complicated behavior. It is 
typical of these films an initial linear increasing of ablation rates 
at low fluences and a subsequent saturation oft (E)-curves. Let us 
note that the analogous effect (more or less expressed) is also 
observed tor all other films. 

One should underline the principle ditference between the above DLF 
ablation peculiarity and that ot the ablation ot othor solid carbon 
allotropes (e.g. ot diamond and graphite crystals). It is known that 
the da:amond film laser ablation [3,5] proceeds in the linear way. Let 
us note alse that both the logarithmic and the linear V-vs-E scaling 
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laws are typical otf experiments on the pulsed UV laser »rocessing of 
Organometallic compound (10) and polymer [11] tilms. 

The mechanisms otf this bi-modal ablation behavior is under the 
extensive discussion (e.g.[{1l1]). but still is not well understood new. 
In our opinion the so-called explosion approach may be fruitful here. 
which consider the ablation to start provided the energy deposition 
density would reach some critical level of Q°. Besides. and this is of 
@ principle role. the ablation event is admitted to be delayed trom 
the laser action. It possible to show that under the above assumptions 
the V(EB) scaling law would be determined greatly by the relation bet- 
ween the laser pulse duration, 1T. and the delay time. ... of a solid- 
to-vapor transition. In order to prove this, it is enough to compare 
cases of the instantaneous (t, << T) and the delayed (t, 2 T) material 
romoval via the ablation. 

According. fo our measurements the UV photon penetration depth into 
the film K. appears to be comparable to thicknesses of 10-100nm 
typical of the a single pulse remoyed_Jayers (absorption coefficient 


values are as high as K (5=2.0-3.5 10 cm for both @-C/Si/0:H ana a-C:H 
films in a low intensity limit). Thus. the energy deposition rate is 
described in general case by a moving Bee’s protile: dQ(z,t) = (1-R)« 


kg (t )xexp{ (-kx(2-S(t))dt, (here R is a light reflectance, Q(t) is the 
laser intensity time-history. 8(t) is the current ablation front 
position along the laser beam (Z-axis). 

In the case of a Simultaneous solid-to-vapor decay the ablation 
would proceed obviously in the manner of a layer by layer surface 
evaporation. with the ablation front position being described by the 
boundary condition Q(S(t))=Q. Then. as it has been shown in [11] by an 
integration of the energy rate equation. the ablation rate behavior is 
described by the rather transparent relation: 


V = (1-R) E/Q”" | 


+ - 
* 


which is also typical of all cases of the surface light absorption 
mode. 

The qualitatively different situation occurs when the inertia time 
appears to be comparable to the laser pulse duration. Then the laser 
film pumping is determined by the standing (not moving) Bee’s profile: 
Q(2)=(1-R)«KeExexp(-Ki2). Under these conditions the ablation should 
have a charagter of the simultaneous explosion of whole layers of 
thicknesses Z2 derived from the stationary condition Q(Z2 )= Q . which 
give rises to the other well-known expression for the ablation rate: 


+ 


V = 2*= k~ Ln{(1-R)KE/Q") 


> 


i.e. the logarithmic ablation mode is realized. 

The question on tactors might be responsible for the ablation delay 
arises immediately here. First of all. the inertia of a material rare- 
faction trom a condensed to a vapor state should be considered. As 
regarding to ablation experiments, it really may be of an importance. 
Since the strong shielding of the laser pumping of deeper film layers 
remaines to be signiticant until a decaying material density would be 
reduced at least by an order ot magnitude as compared to the film one. 
By using values of WU? 10 em/sec for the typical vapor expansion velo- 
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city one obtains for the effective delay time:t, : 10V/U:0.1ns_ for 
ablation rate values of V = 10nm per pulse. As’ seen, the above factor 
may become of the principle role only for sub-nanosecond laser pulses, 
but not in our experiments. Thus. other ablation delay mechanisms must 
be taken into account. 

As a reasonable hypothesis we would support the same assumption as 
it has been carried cut previously [12] for an interpretation of some 
features of the excimer laser induced ablation of amorphous selenium 
films. This hypothesis takes into consideration the probable explosive 
decay of localized excited electronic states originating in some 
amorphous structures under irradiation. Of course. this analogy may 
appear to be not correct. In any case the further analysis is required. 
in particular, the additional characterization of the process. 

Some results of the logarithmic ablation mode ciaracterization are 
summarized in Table. Data on absorption coefficients. K , were derived 
here by using relation (2) from slopes ot V (Ln (E) )-curves (Fig.4). In 
the brackets there are presented absorption coefticient values, K . 
determined in the spectrometric measurement. The E -values (i.e.regime 
effective thresholds) correspond to intersections of logarithmic V(E)- 
extrapolations to zero ablation velocities. The effective ablation 
heat, Q°, was calculated by using the relation: = E k(1-R). where R= 
=Q.17 and 0.08 resp. for a-C/Si/O:H and a-Ci:H films. We believe that 
Q°-values presented correspond to real phase transition latent heats 
only for @a-C/Si/0:H films and (to a less extend) for thin @-C:H films 
on quartz substrates. In all other cases (e.g. of a-C:H coatings on 
Silicon substrates) these values are admitted to contain a significant 
additional part determined by an energy dissipation into film and 
substrate bulks. 


TABLE: Parameters of logarithmic ablation mode 
a-C:H films: 





quartz substrate silicon substrate 
thickness ,nm 200 450 200 
B*, mJ/cme 155 290 340 
k, 10°cm™! 1.8 (3.5 ) 1.7 2.0 
Q*, kJ/cm® 23 41 57 


a-C/Si/O:H films: 





thickness ,nm 240 200 
E*, mJ/cm* 170 210 
k, 10° cm’ 1.8 (2.5-3.0) 1.6 
Q*, kJ/cm> 25 27 
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effect (analogously to the well-known @-Sl explosive crystallization). 
At the same time this supposition is the greatly betorehand one, since 
the same fact may be interpreted, on the other hand, as a result of a 
trivial temperature protile spreading because ot the high thermal 
conductivity of the tilm material. 

Contrary to the above situation, the laser processing of €@-C/S1/0:H 
films stabilized with respect to the graphitization appears to be 
practically free from any significant halo effect. An electron micro- 
graph of patterns produced in these tilms in the same regime of the 
ablative lithography is presented in Fig.5. It seen, the structure is 
characterized by 1.2U-width strips, but halo dimensions are less than 
O.3. These results enable to affirm that the sub-micron resolution 
can be surely achieved in the laser structurization of these films. 
The additional test have shown this to be really the case at least in 
regimes of the laser induced film graphitization. 
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Excimer-Dye Laser System for Diagnosis and Therapy of Cancer 


36980005 The Hague EXCIMER LASERS AND THEIR APPLICATIONS in English 1991 pp 
467-478 


[Article by Ludwik Pokora and Zbigniew Puzewicz of the Institute of Quantum 


Electronics ] : 


[Text ] ABSTRACT 





The paper presents the construction and basic characteristics of 
excimer-dye laser system specially projected for diagnosis and thera- 
Py of cancer using HpD method. Our laser generate of 405 nm or 
630 nm lines respectively.The basic characteristics of that laser 
System we present. 


i. INTRODUCTION 





Examples of laser diagnosis and therapy of cancer by the HpD met- 


hod were described by the authors of papers.'~4 It is worth to noti- 
ce, that a pulse laser system have a considerable advantage‘ over the 
set of continuous operation laser e.g. argon-dye system.°’4 The very 


efficient pulse laser source for excitation of organic dyes is a ex- 
cimer laser. -’® The efficiency of pumping laser dyes by UV radiation 
(h=248nm or A=308nm)of excimer laser are almost 2 times higer in com- 
parision with pumping by harmonics (Cw, ,3w,)of the YAC:Nd laser 


lignt.? In spite of the shown advantages of excimer lasers and effi- 

ciency of generation by organic dyes pumped by excimer lasers such 
System are relatively new and little prevailent. Moreover, rough re- 

quirements for all medical devices both in relation to safety of work 
and to reliability, parameters stability and exploitation simplicity 
make these lasers interesting as far as their technology and structu- 
re are concerned. Below, we will present some results of our laser 
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System project and of our fiber optic system of guiding of laser ra- 
diation into the operated object. 


2. CONSTRUCTION OF EXCIMER-DYE LASER SYSTEM AND FIBER OPTIC 
DELIVERY SYSTEM 








In the HpD method! is necessary to use apparatus with special pa- 
rameters. The laser should protect generation of two wevelengths: 
diagnostic and therapeutic. In the case of applying the porphyrin 
compounds (photosensitizer in the HpD method), for the diagnosis pur- 
pose blue radiation (=:405 nm) is required, whereas for the therapy 
red line (\=-630 nm) is suitable. For the detection and analysis of 
the treatment area of the tissue an additional enlighting by UV ra- 
diation from Xenon lamp* is often applied. The value of the laser ra- 
diation energy and the frequency of pulses repetition must be a com- 
promise between radiation dose! required for the effective treatment 
(«200 J/em* ) and the energy density which can be transmitted through 


an optical fiber with definite diameter. ° For the short nanosecond 
laser pulses with its high intensity, energy to 50 J/em® can be typi- 
cally 8 transmitted through a quartz optical fiber. 

From the above requirements, given shortly of necessity there have 
appeared necessary elements for our EXCIMER-DYE laser system for ap- 
plication in the HpD method. However we based in our works directly 
on the publications, e.g.°, of Prof. Y.Hayata team. 

The construction of our diagnosic-therapy system is shown in 
Fig. 1. The scheme of the structure of two-wave (405nm and 630nm) dye 
laser is shown in Fig. 2. This laser is pumped by the XeCl excimer 
System. A part (+104) of the laser radiation is directed by the beam 
splitter to the lens-optical fiber system illuminating the treatment 
area. In our opinion such a system simplifies the apparatus construc- 
tion by eliminating the Xe lamp with a chopper and it makes laser 
synchronization with detection system easier. 

In our construction, the dye laser contains two dye cells, placed 
alternatively inside a stable resonator. The plane-plane resonator 
has output mirrors with dielectric coatings with two clear maximums 
in its transmission characteristics. This characteristics are shown 
in Fig. 3. Each dye cell contains different dye. We apply dyes of 
Lambda Physik. One cell is filled with LC 4090 dye (Diphenyl Stilbe- 
ne) dissolved in dioxane. This dye generated the diagnosis line 
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(Area ge? 405 nm). The second cell containg a golution of LC 6400 dye 
(Rhodamine 101) in ethanol. This dye generates the therapeutic line 
(hens y= 630 nm). The solutions of both dyes with volume about 0.3 litre 
each are contained in cooling reservoirs. From here they are pumped 
to suitable cells with the aid of small wave pumps. The dye solutions 
are mixed during the laser operation. Mixing and cooling of the dye 
Solutions assure long-lasting stability of the laser parameters. The 
change of the dye cell position, which can be top or bottom is made 
mechanically, and it assures generation of the both waves: 405 nm or 
630 nm. The max. efficiency of generation of each line is ap- 
proximately 102. 

Fig. 4. shows the project of our excimer-dye laser system. 

An output of the two dye laser beams is guiding by one optical fi- 
ber system. Maximum energy of each beam at the input of optical fiber 
(0.6 mm in diameter) did not exceed 7 mJ. Above this value of energy 
a destruction of optical fiber occurs. To increase the value of out- 
put energy especially for therapeutic beam ( A = 630 nm) there were 
started some investigations with the laser pulse guided by several 
(2-3 pieces) fibers. The scheme of our fiber optic guiding aystems 
are shown in Fig. 3. The analogical to Fig. %a mechano-optical system 
provide introduction of a part (+104) of excimer laser radiation in 
order to illuminate the operation field. 


3.THE BASIC CHARACTERISTICS OF LASER SYSTEM 








Our excimer laser is pumping by transverse electric discharge with 
UV preionization. © That works on a mixture of He:Xe:HCl or He:Xe+ 
+Kr:HCl gases. It generates UV radiation ( A = 308 nm ) with the max. 
energy of 100 mJ and the pulse (FWHM) width about 20 ns. The pulse 
repetition rate i3 regulated from a fraction of Hz to 20Hz laser 
beam. Energy and pulse duration were measured for different com- 
position and total pressure of an active mixture He:Xe:HCl and for 
various supply voltage. The range of feeding voltage (U.) was 20-30kV 
and total pressure (p,) was 800-1500 hPa. : 

Examples of measuring results of excimer laser are shown in three 
next Figures (6-8). Fig. 9 shows a comparision of measuring and cal- 
culation? results of XeCl laser characteristics. In the investigated 
range of supply voltages (26-30 kV), the output energy was higher in 
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a mixture with Xe+Kr than in the one with pure Ae. Both our measuring 
results of laser energy are lower than theoretical one. 

Our measurement system contained two energy meters, monochromator 
and a fast photodiode with oscilloscope. Such a configuration of the 
measurement system provided a complete diagnostic of the laser ra- 
diation pulse. The accuracy of a digital energy meter was about 197. 

This measurement system we have been used to diagnostic of basic 
parameters of dye laser. Examples of these measurements are shown in 
Figures 10,11. Fig. 10 shows dependence of dye laser radiation energy 
as a function of dyes concentration for two various transmission of 
Sutput mirrors (DM 1, DM 2). The efficiency of UV laser pumping of 
DPS and Rhodamine 10! dyes for two different sutput mirrors are shown 
in Fig. it1. Im all range of Iinveatigation we obtained better results 
for DM2@ mirror. These investigations have a preliminary character. 
However we have been demonstrated a possibility of generated two wa- 
velength light with the same laser system. 
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Fig.1.3cheme of the construction of an excimer-dye laser with 
elements of detection-visualization apparatus for ap- 
plication of the HpD method. 
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Fig.2.Construction scheme of the two-wavelength dye laser 
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Fig.5.Schemes of construction of fiber optics laser beam 
delivery system: 


a) mechano-optical structure of one beam guiding 
system, 
bi,c) structure of two or three fiber cptic system. 
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Multistage XeCl Excimer System ‘Cactus’ and Some Investigations of Stimulated 
Scattering in Liquids 
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[Article by V.B. Karpov, V.V. Korobkin, A.K. Naboichenko, and D.A. Dolgolenko 
of the General Physics Institute, USSR Academy of Sciences] 


[Text] ABSTRACT 





An original multistage excimer XeCl laser system with the ultra-narrow 
spectral bandwidth and high brightness of radiation is described. Experimental 
results of study of stimulated scattering of UV (A = 308 nm) radiation are 
reported. 


1. MULTISTAGE XeC] EXCIMER LASER SYSTEM "CACTUS" 





Excimer lasers have developed over the past few years into an efficient source 
of UV radiation. However certain important applications such as high-resolution 
spectroscopy, photochemistry, UV phase conjugation require’ high-brightness 
narrow-bandwidth lasers . 


Spectral narrowing of rare-gas halide excimer lasers by using 
grazing-incidence grating configurations has already been reported . However in 
these schemes, the spectral narrowing was limited to bandwidth values about 0.15 
cm and laser pulse energy - to some wpJ due to high optical losses caused by 
gratings. 


Our experimental installation which we have named "Cactus" is a multistage 
excimer laser system built on a principle of master oscillator - preamplifiers - 
final amplifier. It is aimed at the high-quality UV radiation (A = 308 nm) (of 
small divergence and of narrow bandwidth) production which should be enough for 
different nonlinear optical phenomena studying. 


We have made a novel master oscillator (MO) with laser radiation of near 
diffraction limited divergence and of narrow spectral bandwidth approaching to the 
Fourier transformation limit of its optical pulse. 
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The MO setup is shown in Fig.1. The diffraction limited divergence of its 
radiation is provided by two pinholes (1) of 1.6 mm diameter placed at both sides 
of active volume (2). So they extract the TEM mode of the radiation. 


Linear optical polarization of the MO radiation was provided by the Brewster 
transparent plate (3) placed in its cavity. By studying of MO parameters we 
obtained that the radiation is partial polarized even in the absence of any 
polarizing elements (Brewster windows, gratings). This fact we connect with 
different values of conductivity of the discharge plasma along and across the 
discharge. This difference is accounted for an incomplete overlapping of electron 
avalanches in the discharge. This leads to the presence of many thin channels of 
current connecting the anode and cathode. This displays also in cut structure of 
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the laser beam profile. Accomodation of a plane-parallel quartz plate tilted to the 
optical axis with the Brewster angle for stronger polarization (it is parallel to 
the work surfaces of the anode and cathode of the discharge) allows to obtain the 
good linear polarization of the MO radiation. 


The laser output spectrum was narrowed by a spectral selective cavity. Its 
total-reflection side includes high-reflection plane mirror (4) and the Fabry-Perot 
etalon (5) tilted to the optical axis. There is the interferometric spectral 
selector (6) at another side of the cavity. The selector is an indivisible hard 
quartz unit and it serves as an exit mirror. Properties of the selector are based 
on the phenomenon of interference and its reflectivity depends significantly on the 
frequency . The spectrum bandwidth was controlled by the Fabry-Perot etalons and 
interferometers (7) with different free dispersion regions (FDR) and the camera 
(8). The output spectrum of our MO is presented in Fig.2. It was obtained using the 
Fabry-Perot etalon with FDR of 0.3 cm~= and with finess of 15. One can see that 
this spectrum bandwidth is not greater than 0.02 cm (FWHM). But this value is as 
large as the accuracy of our Fabry-Perot etalon. Therefore we have made additional 
control of the bandwidth using the fast photodiode (9) and 5 GHz-pass_ band 
oscilloscope (10). The smooth shape of the output pulse of MO (Fig.3) allows us to 
suppose that there is the only one longitudinal mode with the spectrum bandwidth 
value about 5:10 cm in our case. The spectrum densitogram of the free 
nonselective regime of the industrial ELI-91 excimer laser used for the MO 
construction is presented in Fig.4. It was obtained using the Fabry-Perot etalon 
with the FDR value of 17 cm . So the free regime bandwidth value is as large as 15 
cm .It is important that the cavity of our MO does not have any gratings and its 
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spectral selective properties are based only on the phenomenon of interference. 
Therefore the optical losses of our cavity are smaller and its output pulse energy 
is greater as compared with the previously reported master oscillators. It must be 
noted also that our master oscillator is rather simple in work and includes a smal] 
number of optical elements. Due to this fact it is possible to work at the shortest 
length of the cavity. The main parameters of our master oscillator are presented in 
Table 1. The properties of the nonselective free regime of the laser operation are 
presented in the same table for convenience. 


Table.1. Parameters of the master oscillator 






































Regime nonselective selective 
spectral 

bandwidth 1S cm 5:10 °cm 
laser beam 

aperture 10-20 mm* 2 1.6 mm 
divergence 10 “rad 6:10 “rad 
energy SO mJ SO pJ 
duration 20 ns 10 ns 
wavelength 308 nm 308 nm 








The setup of our multistage installation "Cactus" is presented in Fig.5. Here 
the laser pulse of MO after its expansion by the lens telescope (1) is preamplified 
in the same active volume of MO (2). Therefore its efficiency increasing is 
achieved. Besides, the automatic synchronization of this preamplifier (PA) is 
obviously realized. Then after the spatial filter (3) the radiation is directed to 
the two-pass final amplifier (FA) (4). We have two kinds of FA. The first one was 
built on the base of an industrial ELI-91 laser, (as well as MO). After this the 
amplified radiation has an aperture of 0.5xl cm and energy up to 15 mJ. Such FA 
allows to work at a pulse repetition rate up to 50 Hz. The second kind of FA, 
pumped by electrical discharge with a plasma electrode, allows to obtain the 
amplified radiation with energy up to 100 mJ at beam cross-section of 1x2 cm, and 


with pulse repetition rate up to 0.5 Hz. 
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2.STUDY OF STIMULATED SCATTERING OF UV LASER 
RADIATION (308 nm) IN LIQUIDS 








2.1 Introduction 





Utilization of stimulated scattering of light in nonlinear media for obtaining 
the effect. of phase conjugation (PC) and wavefront reconstruction was known for 
many years . The most part of works dealt with PC of radiation of neodimium, ruby, 
and CO, lasers. It was shown *' that high efficiency of PC for excimer lasers is 


attainable too. The first study of PC of an excimer XeCl laser was presented by 
E.Armandillo and D.Proch . The laser radiation was focused into a cell with 
nonlinear liquid (heptane, hexane, cyclohexane, ethanol and others) and it was 
shown that reflectivity of the PC-wave from the nonlinear mirror is very high and 
reaches 100% for heptane and ethanol for intensity of the pump about 300 GW/cm. It 
was declared that stimulated Brillouin scattering is a physical phenomenon 
responsible for PC in this case. But there are no any confirmations of such 
mechanism. On the contrary, the Brillouin frequency shift for all investigated 
liquids was not obtained in the work. The spectral bandwidth of the XeCl laser used 
there was about 0.15 cm = and it was decided that the Brillouin frequency shift is 
as large as the bandwidth of the pump radiation. It is well known that the value 
of the Brillouin shift is given by the following equation: 


Q = 2n(v/c)w sin(6/2) (1), 
MB ) 


where n,v - the refractive index and sound velocity for the nonlinear medium; c,w 


- the velocity and frequency of the pump radiation in vacuum and &® - an angle of 
scattering. The Brillouin frequency shifts for some liquids , evaluted from the 
equation (1) are presented in Table 2. The result obtained for the pump wavelength 
A=694 nm is given in the last column of the table. Obviously, it is in good 
agreement with that one from eq.(1). One can see that the real Brillouin shifts for 
all the liquids are considerably greater than the spectral bandwidth of the pump 
and they actually had to be resolved in the work. 
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Table 2. Parameters of SBS in liquids 











3 -1 
liquid 7% V. ms 4 Qeecm ono 
A=308nm A=694nn © 
hexane 1. 37 1085 0.33 0.143 
heptane 1.39 1150 0.35 - 
cyclohexane 1.43 1278 0.41 ~ 




















As far as the PC for excimer lasers is of interest now we carried out a work 
to solve some problems of it. 


2.2. Experimental cases 





The experimental setup is shown in Fig.6. It includes master oscillator (1) 
and amplifier (2) based on the ELI-91 XeCl excimer lasers which were described 
above (see ch.1). Beam splitter (3) with reflectivity 80% was used for isolation of 
the MO from amplified PC-beam and provides simultaneous registration of the pump 
and PC-beam spectra. The optical scheme of the registration including the 
Fabry-Perot etalon (FPE) (or interferometer, FPI) (4), and prism (5S) produced 
simultaneously the images of the spectra of the pump and PC-beam at screen (6) or 
camera (7). The pump beam with energy about 5S mJ and spectral bandwidth of 
5:10 “cm was focused after the two-pass amplifier (8) by lens (9) (f= 110 or 250 
mm) to cell (10), filled with nonlinear liquid (hexane, heptane). The PC-beam thus 
produced had the back travel over the setup. The intensities of the pump- and 
PC-beam were controlled by fast photodiode (11) with the help of uncoated quartz 
beam splitter (12), mirror (13) and appropriate filters (14, 15). An electrical 
Signal from the photodiode (11) was displayed by S7-19 oscilloscope (16). Time 
resolution of the intensity control circuit was as large as 0.2 ns. Spectral 
resolution was determined by FPI (4) and was no more than 0.03 cm 7 Typical 
pictures of the spectra of the pump and PC-beam which have been obtained by FPE 
with the free spectral region (FSR) of 0.33 cm are represented in Fig.7. One can 
see that there are no considerable shift between the spectral lines of the pump (on 
the right) and of PC-beam (on the left). The typical pulses of the pump (longer 
one) and of PC-beam (shorter one) for hexane are represented in Fig.8 (S ns/div). 
Here the pump pulse was attenuated by 5 times, so the reflectivity of the nonlinear 
mirror reached a value about 20% for the pump intensity about 12 GW/cm. No 
Significant time delay between the pump and PC-wave was obtained, and the duration 
of the pump (FWHM = 8 ns) is greater than that one of the PC-beam ( = 5 ns). This 
difference of the durations cannot be explained by nonlinear compression, because 
of the very small (no more than 3 mm) length of nonlinear interaction. Notes about 
analogous shorting of a PC-beam as compared with a pump beam are in works , 


Analogous results were obtained for other liquids but they revealed less 
reflectivities. 
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Fig.7 The spectra of the pump Fig.8 The pulses of the 
and PC-beam for STS (FSR =0,3cm") pump and PC-beam (5 ns/div) 
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2.3. Discussion 





On account of the absence of the appropriate spectral shift for the PC-beam 
one have to suppose the absence of the Brillouin mechanism of stimulated scattering 
of radiation of the XeCl laser in liquids. 


It is known® that there are other physical mechanisms, except Brillouin’s one, 
which can lead to the PC phenomenon. These are stimulated temperature scattering 
(STS) and stimulated scattering of the wing of the Rayleigh region (SSWR) based on 
the optical Kerr effect. 


For the purpose of appreciation of the possibility of STS nature of PC in our 
case we carried out special experiments to estimate absorptivity of investigated 
liquids. The values obtained are 0.046 cm for hexane and 0.068 cm_ for heptane. 
This absorption can be caused by residual impurities in the liquids. For 
comparison, the absorptivity of hexane used in works ' was from 0.02 cm to 0.1 


cm 


The phenomenon of STS caused by absorption in a medium can be described in the 
following . If two waves - pump and scattered 


EB exp(ik r - iw t) and EQ exp(ik_r = iw t) 


pass the medium, then the generation of heat 
2 
acn|E| /81 


caused by the absorption is modulated in space and time proportional to |E + ELI, 


The induced grating of temperature T(r,t) is described by the equation: 


pc,( aT/at - xAT )= (acnE E./8n)exp(-igr + int) + C.C. (2), 


where pp, Cy x - density, heat capacity and temperature conductivity; a - 


absorptivity; n - index of refraction; 


Q = G=kK-k; r= xlql? 
= WwW WW; q= . 5’ = xiqi . 


The relaxation time of the temperature grating is’° 


t =f ‘= 1.4:10 ’-a*/[2 sin(@/2)]* sec (3), 


where [A]= wm and @ - the angle of the scattering. So, for A = 0.3 pm and 


6 = Qf, te)" 3 ns that is less than duration of the pump (FWHM = 10 ns). Therefore 


we can use a stationary theory. 











Refractive index of a medium depends on temperature as 
de = ( de/8T )ST, 


therefore a running volume grating of refractive index is recording in the mediun. 
As a result, the gain of the scattered wave [ELI in the case of quite weak 


absorption is 





The appropriate parameters for hexane are presented in Table 3. The parameter 


a for stimulated Brillouin scattering in hexane is presented for comparison 


too. 


Table 3. Some optical parametrs of hexane (A = 308 nm) 








a,cm'| (ae7aT)., °' |G ,cmmw | Tr, GHz | G_ ,%cmaw 
P SsTs SBS 
al | 
K 
0.046 | 1.5-10°° 0.011 0.3 0.022 























One can see that the parameter Gis for hexane is high enough, and for intensity 
of the pump is 12 GW/cm* and for the length of nonlinear interaction 1= 0,3 cm, 
increment g:l = 40 that is greater than its treshold value® (g-1) 25+ 30 . The 
maximum of the STS gain corresponds to antistokes spectral shift a. -F = 0.01 
cm for hexane. 

The absence of SBS in spite of its high gain (two times large, than for STS, 
see Table 3) can be explained by the well-known phenomenon ’ of phase 


synchronism breaking caused by refractive index changing which follows heating of a 
medium at light absorption. 


The observed shorting of pulse duration can be explained either by the same 
mechanism or by cavitation of liquids which takes place during the pump 
duration 


As regards the SSWR based on the optical Kerr effect, its relaxation time is’® 


t= ( 4na°/kT yen, 


where a - molecular radius, T - temperature, k - Boltzmann constant, n - viscosity. 
For hexane it is about 0,2 ns, therefore such process can be considered as 
stationary one for our pump durations. Then, the stationary gain for SSWR in its 
maximum is 
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where ec is the constant of self-focusing, e¢ = .* 0.5-e,1EI*. For carbon 
disulfide’® (CS,) with extremely high ¢., G = 7.6-10° cm/MW for A=0.3 pm. But for 


such liquids as hexane or heptane, with ec, about 50 times less than that one for 
CS.. the constant Dees is very small as compared with that one of SBS or STS (see 
Table 3). The stokes spectral shift for the maximum of the SSWR gain in hexane is 


eeua” r =~ 0.17 cm. Hence, the SSWR can be ignored in our experimental case. 


2.4.Observation of stimulated scattering by quasi-degenerate 





four-wave mixing of XeCl laser radiation in liquids 





In some experiments, we observed quite a strange effect. The spectrum of the 
PC-beam was changed very much. Instead of thin lines corresponding to STS (Fig.9 
a,b), a wide spectrum (Fig.9 c,d) corresponding to the two most strong vibrational 
lines of the XeCl laser was appeared. It was not a mistake of experiment and these 
patterns did not depend on the kind of nonlinear liquid (hexane, heptane). It 
cannot be explained on the base of nature of stimulated scattering of narrow 
bandwidth pump changing (the parameters of SBS, STS, SSWR are discussed above). The 
unique adequate explanation of that we have observed is the following. There is 
another light beam, which is focused to the cell (10) (see Fig.6) .This is the beam 
of the amplified spontaneous emission (ASE) signal, which is generated in the 
amplifier (8) during two passes of amplification. It has a wide spectrum 
characteristic for the XeCl laser in the free regime and with large divergence. As 
it is produced with the help of the same optical elements (mirrors uM M.. Fig.6), 


its optical axis is near to that one of the amplified beam of the pump. Hence, the 
caustics of these two beams in the focal region of lens (9) are near each other 
(but they may not coincide). The ASE beam cannot excite any stimulated scattering 
itself because of its small energy and large divergence. But for such accidental 
aiignments of the setup when these optical axes coincide, the ASE beam can be 
scattered by the volume golographic grating produced by the powerful high quality 
pump beam and its STS beam (see Fig.10). The pump and STS beams works as two 
supporting ones in this case of quasi-degenerative four-wave mixing . The small 
spectral shift for STS promotes this process. 
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